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SECTIONAL AND COMPLETE INDEXES 
ON PAGES 267-270 INCLUSIVE 



INTRODUCTORY 


N improvement of value to all interested in Metal Ceilings has been perfected and we announce 
that WHEELING METAL CEILINGS now have RE-PRESSED BEAD JOINTS AND DIE-CUT 
NAIL HOLES. In the following paragraphs the reasons for the change are given. 

Unless the Lapping Beads are sufficiently prominent and each is an exact duplicate of the other, 
the edges of Metal Ceiling Plates cannot fit together perfectly and the erector will have difficulty in 
keeping the plates in line on the Furring Strips. 

The metal plates are stamped between an iron die and a soft metal die. Theoretically, perfect -fitting beads are pro- 
duced, and until the bead on the soft die becomes worn or flattened, the statement is true, but the soft metal 
beds are easily flattened unless the operator uses extreme care. When the least wear upon or flattening of the bead 
occurs there is a corresponding fault in the stamped sheets, and the ceiling erector has trouble. 

When erecting plates on which some of the beads were flattened and some well rounded the mechanic found 
that they would not fit together as quickly and accurately as such a modem product should. He lost time and had 
to exercise much care to keep the plates running true and to insure a well-fitting, neat-looking, tight-jointed 
ceiling; in fact, an experienced man only could get the results desired and these only at a sacrifice in cost and 
time. 

By long experience in the manufacture of Metal Ceilings we found, after deliberate and costly trials, that 
the “dot-and-dash” bead with nailing points every six inches could be erected at less cost and with better results 
than any other. We have been using this bead for several years and have devoted special attention to making it as 
perfect as possible. All press operators, however, are not careful, and it is not possible for the foreman to have all 
presses under his direct observation at all times; consequently, some of the beads would become flattened. 

To insure perfect joints and to make it easier and more economical than ever to erect Wheeling Ceilings, 
WE ARE NOW RE-PRESSING THE BEADS ON DIES MADE FROM TOOL STEEL. These dies are as true to size 
and shape as it is possible for the finest tools and most expert machinists to make them. 

Not only are the beads re-pressed, but AT EACH NAILING POINT THE METAL IS BLANKED OUT. This 
ELIMINATES THE DRIVING OF THE NAIL THROUGH THE METAL, making erection easier and quicker. The 
plates are re-trimmed on four sides, as has always been our custom. 

These improvements will be appreciated by the SHEET METAL WORKER, because they enable him to do 
first-class ceiling work at a large saving of cost and annoyance; and by the ARCHITECT and OWNER, because they 
are a guarantee that the erected ceiling will be free from the fault (open joints) so common to the un-pressed and 
old-style beads. 

WHEELIIIG CORSySATIllG ComfaHy 

WheeliiIgW.Ya. 
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METHOD OF DETERMINING APPROXIMATE 
QUANTITIES AND PRICES 



“square.” 


^HE unit of measure of metal ceilings is 100 square feet — called a 
To determine the approximate amount of material required for a room, add to the length and add 
to the width twice the distance the cornice is to finish down the walls and then include the lap of 
filler. For instance: If the room measures 20x40 feet and a cornice finishing 12 inches down the 
walls is to be used, it is necessary to add 24 inches to each dimension for the comice and 6 inches 
should be added to each for lap of filler. The comice extends 12 inches on all four sides of the room, 
making the ceiling measurements 24 inches longer and 24 inches wider than the actual room measurements; the 
6 inches allowed for lap of filler is to take up any unevenness that may be in the walls or construction of the build- 
ing. Example: 

Size of room 20'-0" x 40'-0" 

Add for 12" cornice 2'-0" 2'-0" 

Lap of filler 0 '- 6 " 0 '- 6 " 


22'-6"x42'-6"=9.57 squares 

This illustrates the fact that room measurements do not represent true metal ceiling measurements. 

There should be no deduction for skylight or other opening unless the amount of material so displaced 
amounts to more than one square. 

To determine the total approximate price of material, multiply the number of squares by the price per 
square of the design selected, using the price of the room nearest approaching in size the one on which you are 
figuring. If it is desired to use comice mitres instead of cutting mitres on the job, the price of the total number 
of mitres to be used should be added. Example: 


Number of squares 9.57 

Price of design $9.10 per square 

Total price $87.09 

Add for 4 mitres at 60 cents $2.40 

Making grand total $89.49 


The above figures are based on a perfectly rectangular room measuring 20 x 40 feet, without any beams in 
the ceiling, any offsets, or any other irregularities affecting the quantity or price of material. 

A beam 12 inches deep running the length of the room would add 2 feet more to the width and would make 
necessary four additional comice mitres, the effect being that of two rooms 10 x 40, and necessitating the use of a 
correspondingly higher price per square. Additional beams would increase the quantity of material, number of 
cornice mitres and price per square. 

While the above method of figuring will give reasonably accurate results it is always advisable, when 
possible, to send us a diagram or plan with measurements, so a layout of the ceiling may be prepared together 
with an exact bill and price of material. 

The list prices in this catalogue are for plates, mouldings, etc., given one coat of white paint on both 
sides before shipping and include regular brackets and nails for applying. 


FURRING STRIPS ARE EXTRA AND WILL NOT BE SHIPPED UNLESS ORDERED 
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Diagrams Arlo Wording Plains 


ORKING plans, showing the arrangement of material shipped, are furnished 
in all cases where diagrams and measurements of the rooms to be ceiled are 
^given us, and detailed drawings showing the method of applying are made. 
If a diagram of the room to be ceiled is furnished, with the distances from 
point to point, and the size and shape of all offsets, openings and irregularities indicated, we will 
be able to make more intelligent estimates, and if desired submit, free of charge, a design for the 



approval of the customer. 

In all cases inform us of the height of the room and the distance from the window and 
door casings to the ceiling, so that a cornice of suitable depth may be selected. 

The diagrams on the next two pages indicate the measurements and information we should 
have to enable us to make intelligent estimates and to avoid shortages and errors in shipments. 

More satisfactory results will be obtained if some choice of design is indicated when 
inquiry is made. However, if customer expresses no preference, we will prepare an artistic 
arrangement of plates suitable for the shape of the room and the purpose for which it is to be used. 

When desired, we will furnish experienced men to erect the material, charging for their 


time, transportation and board. 

WHEELDIG CORgySMIllG COHFAilY. 

WheeldIgWYa. 


Branch Offices and Stores: 

NEW YORK 16 Desbrosses Street 

CHICAGO . . . 168-172 North Clinton Street 
PHILADELPHIA .... 402-406 Race Street 

ST. LOUIS ..... 1006-1010 Spruce Street 

KANSAS CITY, MO., 218-222 West Third Street 
CHATTANOOGA . . Main and Boyce Streets 
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Wheeling Corrugating Co. 


I CeiliNg Measurement Diagram 
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instructions For AppiyiiIg 


FURRING FOR FLAT PLATES AND SHALLOW PANELS 


length of the room at distances indicated on the working drawing so 
they will coincide with the center lines of the nailing beads on the plates. On these lines, 
nail X IK-inch furring strips. Between these strips and across the room, nail “head- 
ers or cross strips at distances from center to center equal to the distances between 
centers of the nailing beads of the plates as indicated on the working drawing. Nail 
strips in angle of ceiling and wall and at a distance from the wall equal to the pro- 
K.r ^ cornice to receive the cornice brackets. Bring the strips to a uniform depth 

an nn^J™^ wcdgcs bctw^u the strips and the old ceiling or joists, otherwise the ceiling will present 
an uneven appearance when completed. ^ 

will Ka '■aised panels may be applied to wood sheathing, in which case no furring strips 

will be required, but the sheathing should be level. 




FURRING FOR DEEP PANELS 


SINGLE FURRING 


on tonn^rhUa ar length of the room, as for flat plates, carefully leveling them with wedges. Then nail other strips at right angles 

draSiSfi^ Nldl’‘^hPoJhW’ nr djstances between centers of the nailing beads of the panels, as shown on the working 

leveT To brind ^hp^nnrninn tn ^ applied. This will bring all strips to the same 
from the ,Sifl IqSf m SrprSeSioS cSrX * 


APPLYING THE CEILING 


Apply the different members of the ceiling in the following order: Field, Filler, Mold or Border, Cornice, 
should be^aSSfvlaiSIld^^Qn”^^^^ along the room, keeping the lapping edges running from the light. Each piece 

thVStei efrher s 

When stamped cornice mitres are used they should be fltted into the corners of the room before applying the cornice, 
in applying.*^ “swedge” with a small dull tool any joints which may not have lapped tightly, owing to the lapping beads having been bent or flattened 



DOUBLE OR CROSS FURRING 


PAINTING METAL CEILING 

All of our ceiling material is provided with a priming coat of paint on both sides. After the 
material is erected it should have two coats of good paint on the face. In order to get the best effect 
and properly distribute the light over the rooms, a gloss paint should not be used. Gloss paint 
becomes soiled and shows wear just as quickly as a paint that is flat or without gloss. 

We recommend a very simple treatment, because the embossed ornaments on our metal ceil- 
ings are sufficiently decorative without elaborate painting. The best effect is produced by using white 
paint or a paint slightly tinted to harmonize with the general color scheme of the room. On the cor- 
nice can be used a darker tint to blend with the ceiling and other decorations in the room. 

The following method is a good one : Dust or clean off any dirt or grease spots from the metal ; 
mix the first coat of strictly pure white lead, using equal parts of raw linseed oil and turpentine; tint 
the same color you desire to finish with. When first coat is dry go over with a mixture of strictly 
pure,white lead thinned to the desired consistency with pure turpentine; tint the same as first coat. 


iz 


ERMS: On Sales of Material — Thirty days net cash, or two per cent, discount from 
net amount of bill for payments made within ten days from date of invoice. No 
discount allowed after ten days. 

On Contracts — ^Net cash on completion of the work. 

Bills not paid at maturity are subject to sight draft with exchange and cost of collec- 
tion without further notice. 

Orders from patrons about whom we have no satisfactory information, and who do not send 
references, will be shipped to our order; and draft, with bill of lading attached, will be sent to the 
customer’s local bank for collection. 

Delays will be avoided if references are furnished when inquiry is made. 

Claims for errors should be made upon receipt of goods. All shipments should be checked 
upon arrival and errors reported immediately. 

If goods are shipped according, to order they must not be returned without our consent. If 
shipment is damaged in being returned, credit will not be allowed to a greater amount than its value 
when received by us. 

An invoice and bill of lading should be forwarded when goods are returned. 
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CHURCH OF THE ASSUMPTION YAZOO CITY, MISS. 

Metal Ceiling Manufactured and Erected by Us 

Wheeling Metal Ceilings are Adapted to All Types of Ecclesiastical Buildings, Producing Artistic and Dignified Interiors 






WheeliKg Corrugating Co. 



Metal Ceilings aNd Walls 



EVART’S THEATRE BEAVER FALLS, PA. 

This Unusually Effective Ceiling Makes an Otherwise Plain Room Attractive 
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Wheeling Corrugating Co. 



Metal CeiuNgs aNd Walls 



HAMILTON NATIONAL BANK CHATTANOOGA, TENN. 

This Design Specially Arranged for Massive Effect in a Large Room with High Ceiling 

ZlT 



Wheeling Corrugating Co. 



Metal CeiuNgs aNd Walls 



CLASS ROOM, SACRED HEART COLLEGE 


PRAIRIE DU CHIEN, WIS 


An Arrangement of Wheeling Ceiling Plates in a Large Room with Few Interruptions in Its Regularity 

Simple, Economical and Substantial 
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Metal Ceilings aNd Walls 



ASSEMBLY HALL, MOUNT DE CHANTEL ACADEMY WHEELING, W. VA. 

Illustrating the Suitability of Wheeling Ceilings for Assembly Rooms, Halls and Auditoriums 
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Wheeling Corrugating Co. 



Metal Ceilings aNd Walls 



MR. A. G. COTTINGHAM’S DRUG STORE HENDERSON, KY. 

A Heavily Embossed Ceiling Looks Well in a Long, Narrow Room 


xvii 




Wheeling CorrugatiKg Co. 



Metal CeiluJgs ajJd Walls 



OFFICE, WRIGHT’S EUROPEAN HOTEL SAGINAW, MICH. 

Beamed Ceilings are Particularly Suitable for Lobbies, Waiting Rooms and for many General Business Rooms 
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Wheeling Corrugating Co. 



Metal Ceilings aNd Walls 



DONOVAN’S SHOE STORE 

The Effect Produced by Wheeling Ceiling Panels in this Long, Narrow Room is All that Gould Be Desired 


DES MOINES, IOWA 









Wheeling Corrugating Co. 



Metal Ceilings aNd Walls 
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CRITZ-HASERODT CO.’S JEWELRY STORE 


An Especially Artistic Metal Ceiling Design for Store Rooms 
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ELYRIA, OHIO 



Wheeling CorkugatiiJg Co. 



Metal Ceilings aNd Walls 
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J. A. MORRIS’ THEATRE 


CLEVELAND, OHIO 


An Excellent Metal Ceiling Treatment for Theatres, Large Halls and Auditoriums 
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Metal Ceilings aNd Walls 



PRESTON’S DRUG STORE , SUPERIOR, NEB, 

. A Ceiling of Plain Panels, with Ornamental Border, Looks Well in Any Store Room 
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Metal Ceilings aNd Walls 
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CaLASS ROOM, WASHINGTON SCHOOL 

A Plain Metal Ceiling Design in Good Taste Under Almost Any Condition 


DES MOINES, IOWA 
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FOYER, BEACH AUDITORIUM HOUSTON, TEXAS 

Showing How Reception Halls and Residence Rooms may be Fitted with Wheeling Metal Ceilings 
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Metal Ceilings aNd Walls 
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CEILING DESIGN No. 8204 


Composed of Cornice 4469 . . page 253 

9K in. deep, 5 in. projection 

Fiiler, 4263 page 244 

Border, 4482 page 223 

Field Panels, 4697 page 192 


Substitution of cornice may be made to suit conditions 


Re-Pressed Bead Joints and Die-Cut Nail Holes 


Price, based on room 12 x 18 ft. or smaller, $10.40 per square 

“ “ “ “ 16x20 ft. “ “ 10.60 “ “ 

“ “ “ “ 18 X 30 ft. “ “ 10.80 “ 


Price, based on room 20 x 40 ft. or smaller, $10.95 per square 

“ “ “ “ 24 X 60 ft. “ “ 11.15 “ 

“ “ “ “ 26 X 80 ft. “ “ 11.45 “ “ 


Comice mitres extra 


Furring strips extra 


This design can not be applied without the use of furring strips 
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Metal Ceilings aNd Walls 



CEILING DESIGN No. 8203 

Composed of Cornice 4469 page 253 

JH in. deep, 5 in. projection 

Filler, 4574 page 244 

Field Panels, 4690 page 191 

Rosettes, 4481 page 192 

Substitution of cornice may be made to suit conditions 


Price, based on room 12 x 19 ft. or smaUer, $12.30 per square Price, based on room 21 x 41 ft. or smaller, $12.70 per square 
lo X zl It. 12.40 “ “ “ “ “ 2*5 T 61 fr “ “ on ** ** 

“ “ “ “ 19 X 30 ft. “ “ 12.50“ “ “ “ “ “ 28x80 f^:“ “ iloo** 




Comice mitres extra 


Furring strips extra 


This design can not be applied without the use of furring strips 






Wheeling Corrugating Co. ^0 Metal Ceilings aNd Walls 
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JLING DESIGN No. 8202 

mposed of Cornice 4469 page 253 

9K in. deep, 5 in. projection 

Filler, 4574 page 244 

Field Panels, 4690 page 191 

iMtitution of cornice may be made to suit conditions 


Price, based on room 12 x 19 ft. or smaller, $11.25 per square 

“ “ “ “ 16 X 21 ft. “ “ 11.30 “ “ 

“ “ “ “ 19 X 30 ft. “ “ 11.35 “ “ 

Cornice mitres extra 


Price, based on room|21 x 41 ft. or smaller, $11.40 per square 


->(^■ 21 . 


it ti i( 
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25 X 62 ft. 

28 X 80 ft. 

Furring strips extra 


11.45 

11.50 


This design can not be applied without the use of furring strips 
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CEILING DESIGN No. 8241 


Re- Pressed Bead Joints and Die- Cut Nail Holes 



Composed of Cornice 4251 page 249 

17>^ in. deep, 12 ^ in. projection 

Filler, 4807. ‘ page 245 

Border, 4509 page 229 

Field Panels, 4515 page 192 


Price, based on room 16 x 20 ft. or smaller, $10.00 per square 

“ “ “ “ 18 X 30 ft. “ “ 10.10 “ “ 

“ “ “ “ 20 X 40 ft. “ “ 10.20 “ 


Price, based on room 24 x 60 ft. or smaller, $10.30 per square 
“ “ “ “ 26 X 80 ft. “ “ 10.45 “ 


Substitution of cornice may be made to suit conditions 


Comice mitres extra 


Furring strips extra 


This design can not be applied without the use of furring strips 
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CEILING DESIGN No. 8244 

Composed of Cornice 4555 page^251 

10 in. deep, IIX in* projection 

FUler, 4574 page 244 

Field Panels, 4512, 4513, 

4514 page 192 

Rosettes, 4481 page 192 

Substitution of cornice may be made to suit conditions 


i 


Price, based on room 16 x 20 ft. or smaller, $11.25 per square Price, based on roomj24 x 60 ft. or smaller, $12.00 per square 

“ “ “ “ 18 X 30 ft. “ “ 11.50 “ “ “ “ “ “ 27 X 80 ft. “ “ 12.15 “ 

“ “ “ “ 20 X 40 ft. “ “ 11.75-“ “ 

Cornice mitres extra Furring strips extra 

This design can not be applied without the use of furring strips 
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Metal Ceilings aNd Walls 



a /STTvrri^P!^-as>| 






ammmmSM 




1 






























Y KlilrT”’ ’iil ? T' "'“• •• - “•”?■""• ‘K 

FleldPaneto;45ii;'45V3, „ , , 

„ , <*i< •• page 192 Comice mitres extra » i 

SubsUtutton of cornice may be made to suit condWona -ri. ,i ^ furring strips extra 

suit condition. This design can not be applied without the use of furring strips 
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Metal Ceilings aNd Walls 
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tLING DESIGN No. 8283 

uposed of Cornice 4220 page 250 

12}i in. deep, 11 in. projection 


Filler, 4574 page 244 

Panels, 4497, 4498 page 195 

Panels, 4439 page 196 

Plate, 4503 page 202 


ittitution of cornice may be made to suit conditions 


Re-Pressed Bead Joints and Die-Cut Nail Holes 

Price, based on room 20 x 25 ft. or smaller, $10.85 per square Price, based on room 30 x 60 ft. or smaller, $11.00 per square 
“ “ “ “ 25 X 40 ft. “ “ 10.95 “ “ “ “ “ “ 30 x100 ft. “ “ 11.05 “ “ 

Comice mitres extra Furring strips extra 

This design can not be applied without the use of furring strips 


^21 — H 
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Wheeling Corrugating Co. 



Metal Ceilings aNd Walls 













CEILING DESIGN No. 8284 

Composed of Cornice 4221 page 252 

11 H in. deep, 9 in. projection 

Filler. 4574... page 244 

Panels, 4870, 4871 page 193 

Panels, 4877 page 194 

Panel, 4804 page 211 

Substitution of cornice may be made to suit conditions 


Re-Pressed Bead Joints and Die-Gut Nail Holes 

Price, based on room 20 x 25 ft. or smaller, $10.85 per square Price, based on room 30 x 60 ft. or smaller, $11.00 per square 

“ “ “ “ 25 X 40 ft. “ “ 10.95 “ “ “ “ “ “ 30 X 100 ft. “ “ 11.05 “ “ 

Cornice mitres extra Furring strips extra 

This design can not be applied without the use of furring strips 
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CEILING DESIGN No. 8285 


Re-Pressed Bead Joints and Die-Gut Nail Holes 


Composed of Cornice 4221 page 252 

ilH in. deep, 9 in. projection 

Filler, 4574 page 244 

Panels, 4226, 4227 page 203 

Panels, 4434 page 204 

Plate, 4485 page 213 

Substitution of cornice may be made to suit conditions 


Price, based on room 20 x 25 ft. or smaller, $10.65 per square Price, based on room 30 x 60 ft. or smaller, $10.75 per square 
“ “ “ “ 25 X 40 ft. “ “ 10.70 “ “ “ “ “ “ 30 X 100 ft. “ “ 10.80 “ “ 

Cornice mitres extra Furring strips extra 

This design can not be applied without the use of furring strips 
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Metal Ceilings aNd Walls 
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CEILING DESIGN No. 8282 

Composed of Cornice 4197 page 254 

53^ in. deep, 5X in. projection 

Filler, 4574 pajle 244 

Panels, 4273, 4275 pa^e 205 

Panels, 4333 pa^e 204 

Panels, 4790 pafte 209 

Substitution of cornice may be made to suit ceaditioas 


Re-Pressed Bead Joints and Die-Gut Nail Holes 

Price, based on room 20 x 25 ft. or smaller, $10.65 per square Price, based on room 30 x 60 ft. or smaller, $10.75 per square 
“ “ “ “ 25 X 40 ft. “ “ 10.70 “ “ “ “ “ “ 30 X 100 ft. “ “ 10.80 “ “ 

Comice mitres extra Furrinjl strips extra 

This desijln can not be applied without the use of furrinjl strips 
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CEILING DESIGN No. 8293 

Composed of Cornice 4197 pa&e 354 

SH in. deep, 5X In. projection 

Filler, 4574 page 244 

Panels, 4641, 4642 page 201 

Panels, 4647 page 202 

Plates, 4503 page 202 

Substitution of cornice may be made to suit conditions 


Re-Pressed Bead Joints and Die-Cut Nail Holes 

Price, based on room 20 x 25 ft. or smaller, $10.65 per square Price, based on room 30 x 60 ft. or smaller, $10.75 per square 
“ “ “ “ 25 X 40 ft. “ “ 10.70 “ “ “ “ “ 30 x 100 ft. “ “ 10.80 “ 

Comice mitres extra Furring strips extra 

This design can not be applied without the use of furring strips 
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CEILING DESIGN No. 8073 

Composed of Cornice 4292 page 254 

6X in. deep, 6^ in. projection 

Filler, 4574 page 244 

Border, 4225! page 206 

Beam Mold, 4302 page 260 

Panels, 4271, 4272 page 195 

Substitution of cornice may be made to suit conditions 


Re-Pressed Bead Joints and Die-Cut Nail Holes 

Price, based on room 24 x 31 ft. or smaller, $11.85 per square 

“ “ “ “ 24 X 59 ft. “ “ 12.10 “ 

“ “ “ 31 X 87 ft. “ “ 12.45 “ 

Cornice mitres extra Furring strips extra 
This design can not be applied without the use of furring strips 
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CEILING DESIGN No. 8074 


Composed of Cornice 4292 



Border, 4225 

Beam Mold, 4302. 
Panels. 4271, 4272 


. . . . page 254 
in. projection 
. . . . page 244 
. . . . page 206 

page 260 

. . . page 195 


Substitution of cornice may be made to suit conditions 


Re-Pressed Bead Joints and Die-Cut Nail Holes 

Price, based on room 24 x 31 ft. or smaller, $10.55 per square 
“ “ “ “ 24 X 59 ft. “ “ 10.70 “ “ 

“ “ “ “ 31 X 87 ft. “ “ 10.90 “ “ 

Cornice mitres extra Furring strips extra 
This design can not be applied without the use of furring strips 
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Filler, 4574 page 244 

Field Panels, 4497, 4498, 4271, 4272, page 195 
Substitution of cornice may be made to suit conditions 


Com!;o*i^o/cofiu?J«M”! page 252 „ Re-Pressed Bead Joints and Die-Cut Nail Holes 

19.50 per s.«ate 


9.40 

9.45 


Cornice mitres extra Furring strips extra 

This design can not be applied without the use of furring strips 
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CEILING DESIGN No. 8271 

Composed of Comice 4221 pagte 252 

11 H in. deep, 9 in. projection 

Filler, 4574 pafte 244 

Field Panels, 4872, 4873, 

4874,4875 pa^e 193 

Substitution of cornice may be made to suit conditions 


Re-Pressed Bead Joints and Die-Gut Nail Holes 


-hIih — 5" 


Price, based on room 16 x 22 ft. or smaller, $9.35 per square 

“ “ “ “ 18x30 ft. “ “ 9.40 “ “ 

“ “ “ “ 20x42 ft. “ “ 9.45 “ “ 


Price, based on room 24 x 58 ft. or smaller, $9.50 per square 
“ “ “ “ 26x82 ft. “ “ 9.55 “ 


Cornice mitres extra Furring strips extra 

This design can not be applied without the use of furring strips 
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CEILING DESIGN No. 7050 

Composed of Cornice 4221 page 252 

deep, 9 in. projection 

Filler, 4574 page 244 

Field Panels,* 4730, 4731, 

4732,4733 page 197 

Substitution of cornice may be made to suit conditions 


Price, based on room 16 x 22 ft. or smaller, $9.35 per square 
“ “ “ 18 X 30 ft. “ “ 9.40 “ 

“ “ “ “ 20 X 42 ft. “ “ 9.45 


Re-Pressed Bead Joints and Die-Cut Nail Holes 


Comice mitres extra 


Price, based on room 24 x 58 ft. or smaller, $9.50 per square 
“ “ “ “ 26 X 82 ft. “ “ 9.55 “ “ 

Furring strips extra 


This design can not be applied without the use of furring strips 
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CEILING DESIGN No. 8251 

Ck>mpo8ed of Cornice 4299 page 254 

5H in. deep, 4K in. projection 

Filler, 4574 page 244 

Field Panels, 4870, 4871, 4872.. page 193 
Substitution of cornice may be made to suit conditions 


Re-Pressed Bead Joints and Die-Cut Nail Holes 


Price, based on room 13 x 19 ft. 
“ “ “ “ 16x22 ft. 

“ “ “ “ 19x31 ft. 


or smaller, $9.65 per square 
“ “ 9.70 “ “ 

(( ^ ti (« 


Price, based on room 22 x 40 ft. 
“ “ “ “ 25x61 ft. 

“ “ “ “ 28x82 ft. 


or smaller, $9.80 per square 
“ “ 9.85 “ “ 

(( t( 9 90 ** 


Cornice mitres extra 


Furring strips extra 
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This design can not be applied without the use of furring strips 
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CEILING DESIGN No. 8126 

Composed of Cornice 4221 page 252 

11 H in. deep, 9 in. projection 

Filler, 4574 page 244 

Bead Joint Panels, 4271, 

4497, 4498 page 195 

or Lock Joint Panels, 

4971, 4972, 4973 page 207 

Substitution of cornice may be made to suit conditions 


Re-Pressed Bead Joints and Die-Gut Nail Holes 


Interlocking Joints 


16x22 ft. “ 

19x31 ft. “ 

22x40 ft. “ 

25x61 ft. “ 

28 X 82 ft. “ “ 

Comice mitres extra Furring strips extra 

This design can not be applied without the use of furring strips 
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CEILING DESIGN No. 8289 


Re-Pressed Bead Joints and Die-Cut Nail Holes 


Composed of Cornice 4221 pafte 252 

11 H in- deep, 9 in. projection 

Filler, 4574 pafte 244 

Field Panels, 4350, 4380, 4382.. pa&e 198 
Substitution of cornice may be made to suit conditions 


Price, for rooms of all sizes, $9.50 per square 
Comice mitres extra Furring strips extra 
This design can not be applied without the use of furring strips 
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CEILING DESIGN No. 8288 

Composed of Cornice 4221 page 252 

11 H in. deep, 9 in. projection 4 

Filler, 4574 page 244 

Field Panels, ^351, 4380, 4382.. page 198 
Substitution of cornice may be made to suit conditions 


Re-Pressed Bead Joints and Die-Cut Nail Holes 
Price, for rooms of all sizes, $9.50 per square 
Comice mitres extra Furring strips extra r 
This design can not be applied without the use of furring strips 
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CEILING DESIGN No. 8224 

Ck>mposed of Cornice 4221 page 252 

11^ in. deep, 9 in. projection 

Filler, 4574 page 244 

Field Panels, 4279, 4281, 4284.. page 199 
Substitution of cornice may be made to suit conditions 


Re-Pressed Bead Joints and Die-Cut Nail Holes 
Price, for rooms of all sizes, $9.50 per square 
Comice mitres extra Furring strips extra 
This design can not be applied without the use of furring strips 
















CEILING DESIGN No. 8322 

Composed of Cornice 4640 pnfte 250 

11 H in- deep, 12 in. projection 

Filler, 4577 pafte 244 

Field Panels, 4226, 4227, 4228. .pafte 203 
Substitution of cornice may be made to suit conditions 


Price, based on room 13 x 19 ft. or larger, $9.20 
“ “ “ “ 16x22 ft. “ “ 9.15 

“ “ “ “ 19x31 ft. “ “ 9.10 


Re-Pressed Bead Joints and Die-Gut Nail Holes 
per square 


Price, based on room 22 x 40 ft. or larger, $9.05 

“ “ “ “ 25x61 ft. “ “ 9.00 

“ “ “ “ 28x82 ft. “ “ 8.95 


per square 


Cornice mitres extra Furring strips extra 

This design can not be applied without the use of furring strips 
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CEILING DESIGN No. 8292 

Composed of Cornice 4221 page 252 

11 H in. deep, 9 in. projection 

Filler, 4574 page 244 

Bead Joint Panels, 4641, 

4642, 4643 page 201 

or Lock Joint Panels, 

4941, 4942, 4943 page 208 

Substitution of cornice may be made to suit conditions 


Re-Pressed Bead Joints and Die-Cut Nail Holes 
based on room 13 x 19 ft. or smaller, $9.20 ner sou 

“ “ “ 16x22 ft. 

“ “ “ 19x31 ft. 

“ “ “ 22x40 ft. 

“ “ “ 25x61 ft. 

“ “ “ 28x82 ft. 

Cornice mitres extra 


Interlocking Joints 
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10.90 
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8.95 
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28x82 ft. “ 

10.95 


Furring strips extra 


This design can not be applied without the use of furring strips 
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CEILING DESIGN No. 8216 

Composed of Cornice 4197 Pag© 254 

projection 

Filler, 4574 oaile 244 

Field Panels, 4273, 4275, 4278.’! page 205 
Substitution of cornice may be made to suit conditions 


Re-Pressed Bead Joints and Die-Cut Nail Holes 

Pnc..r»„d,.r.om ,9 2. p„ Pr,c.. ba.ed » or larjer, |,.B p.r 

19x31 ft. 9.10 “ “ “ « 28 x82 ft. “ “ 8.95 “ “ 

Cornice mitres extra ^^^ra 

This design can not be applied without the use of furring strips 
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CEILING DESIGN No. 7049 

Composed of Cornice 4660 page 251 

lOK in* deep, 9 in. projection 

Filler, 4574 page 244 

Field Panels, 4730, 4731, 4732.. page 197 
Substitution of cornice may be made to suit conditions 


Price, based on room 13 x 19 ft. or smaller, $9.15 per square 

“ “ “ “ 17x21 ft. “ “ 9.20 “ “ 

“ “ “ “ 19x31 ft. “ “ 9.25 “ “ 


Re-Pressed Bead Joints and Die-Gut Nail Holes 

Price, based on room 21 x 41 ft. or smaller, $9.30 per square 

“ “ “ “ 25x61 ft. “ “ 9.35 “ “ 

“ “ “ “ 27x81 ft. “ “ 9.40 “ “ 


Cornice mitres extra 


Furring strips extra 


This design can not be applied without the use of furring strips 












CEILING DESIGN No. 8307 

Composed of Cornice 4292 page 254 

6 ^ In. deep, 6K in. projection 

Filler, 4263 . , . t page 244 

Border, 4306 page 225 

Field Panels, 4872 page 193 

Substitution of cornice may be made to suit conditions 


Re-Pressed Bead Joints and Die-Gut Nail Holes 

Price, based on room 12 x 18 ft. or larger, $9.70 per square 

“ “ “ “ 16x20 ft. “ “ 9.65 “ 

“ “ “ “ 18x30 ft. “ “ 9.60 “ “ 


Price, based on room 20 x 40 ft. or larger, $9.55 

“ “ “ “ 24x60 ft. “ “ 9.50 

“ “ “ “ 26x80 ft. “ “ 9.45 


per square 


Comice mitres extra Furring strips extra 

This design can not be applied without the use of furring strips 
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CEILING DESIGN No. 8252 

Composed of Cornice 4299 page 254 

5H in. deep, 4K in. projection 

Filler, 4574 page 244 

Field Panels, 4870 , 4871 , 4872 . page 193 
Substitytion of cornice may be made to suit conditions 


Re-Pressed Bead Joints and Die-Cut Nail Holes 
Price, for rooms of all sizes, $9.50 per square 
Comice mitres extra Furring strips extra 
This design can not be applied without the use of furring strips 
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CEILING DESIGN No. 8140 


Composed of Cornice 4221 page 252 

llK.in. deep, 9 in. projection 

Filler, 4263 page 244 

Border, 4306 page 225 

Bead Joint Panels, 4271, page 195 

or Lock Joint Panels, 

4971 page 207 


Substitution of cornice may be made to suit conditions 


Re-Pressed Bead Joints and Die-Gut Nail Holes 
Price, based on room 12 x 18 ft. or larger, $9.70 per square 

“ “ “ “ 16x20 ft. “ “ 9.65 “ “ 

“ “ “ “ 18x30 ft. “ “ 9.60 “ 

“ “ “ “ 20x40 ft. “ “ 9.55 “ 

“ “ “ “ 24x60 ft. “ “ 9.50 “ 

“ “ “ “ 26x80 ft. “ “ 9.45 “ 

Cornice mitres extra 

This design can not be applied 


per square 


Interlocking Joints 

Price, based on room 12 x 18 ft. or smaller, $10.25 
“ “ “ “ “ “ in {;n 
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“ 16 X 20 ft. “ 
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n 
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“ 26 X 80 ft. “ 

it 

11.15 


Furring strips extra 
without the use of furring strips 
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CEILING DESIGN No. 8134 

Composed of Cornice 4221 page 252 

113^ in. deep, 9 in. projection 

Filler, 4263 page 244 

Border, 4509 page 229 

Bead Joint Paneis, 4271 page 195 

or Lock Joint Panels, 4971.. page 207 

Substitution of cornice may be made to suit conditions 


Re-Pressed Bead Joints and Die- Cut Nail Holes 


Price, based on room 13 x 19 ft. or larger, $9.80 

“ 17x21 ft. “ “ 9.75 

“ “ 19 X 31 ft. “ “ 9.70 

“ “ 21x41 ft. “ “ 9.65 

“ “ 25x61 ft. “ “ 9.60 

“ “ 27x81 ft. “ “ 9.55 

Comice mitres extra 


per square 


Interlocking Joints 
Price, based on room 13 x 19 ft. or smaller, $10.70 per square 

17 X 21 ft. “ “ 10.85 “ “ 

19 X 31 ft. “ “ 11.00 “ 

21 X 41 ft. “ “ 1U15 “ 

25 X 61 ft. “ “ 11.30 “ 

27 X 81 ft. “ “ 11.40 “ “ 

Furring strips extra 


This design can not be applied without the use of furring strips 
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CEILING DESIGN No. 8132 

Composed of Cornice 4221 page 252 

11 H in. deep, 9 in. projection 

Filler, 4574 page 244 

Bead Joint Panels, 4497, 

4498, 4271 page 195 

or Lock Joint Panels, 

4972, 4973, 4971 page 207 

Substitution of cornice may be made to suit conditions 


Interlocking Joints 

Price, based on room 13 x 19 ft. or smaller, $10.80 per square 

L L i. i. L g. A i m . £ » £ £ ^ ^ ^ ^ ^ M £ ^ . 


Re-Pressed Bead Joints and Die-Cut Nail Holes 
Price, for rooms of all sizes, $9.50 per square 


Cornice mitres extra Furring strips extra 

This design can not be applied without the use of furring strips 
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CEILING DESIGN No. 8141 

Composed of Cornice 4220 page 250 

12^ in. deep, 11 in. projection 

Filler, 4574 page 244 

Panels, 4439 page 196 

Bead Joint Panels, 4271 page 195 

or Lock Joint Panels, 4971.. page 207 
Substitution of cornice may be made to suit conditions 


Re-Pressed Bead Joints and Die-Gut Nail Holes 
Price, based on room 12 x 18 ft. or larger, $10.55 per square 

“ “ “ “ 18x20 ft. “ “ 10.45 “ “ 

“ “ “ “ 20x32 ft. “ “ 10.30 “ 

“ “ “ “ 26x60 ft. “ “ 10.15 “ 

“ “ “ “ 29x82 ft. “ “ 10.05 “ 

Comice mitres extra 


Interlocking Joints 

Price, based on room 12 x 18 ft. or smaller, $11 

“ “ “ “ 18 X 20 ft. “ “ 11 

“ “ “ “ 20 X 32 ft. “ “ 11 

“ “ “ “ 26 X 60 ft. “ “ 11 

“ “ “ “ 29 X 82 ft. “ “ 11 

Furring strips extra 

This design can not be applied without the use of furring strips 


35 per square 
.60 “ 

.75 “ 

.80 “ “ 

.85 “ 
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CEILING DESIGN No. 8223 


Composed of Cornice 4221 page 252 

11 H in. deep, 9 in. projection 

Filler, 4574..' page 244 

Field Panels, 4352 page 198 


Substitution of comice may be made to suit conditions 


Re-Pressed Bead Joints and Die-Cut Nail Holes 


Price, based on room 12 x 18 ft. or larger, $9.30 per square 

“ “ “ “ 16 X 20 ft. “ “ 9.25 “ 

“ “ “ “ 18 X 30 ft. “ “ 9.20 “ 


Price, based on room 20 x 40 ft. or larger, $9.15 per square 

“ “ “ “ 24x60 ft. “ “ 9.10 “ 

“ “ “ “ 26x80 ft. “ “ 9.05 “ 


Comice mitres extra 


Furring strips extra 


This design can not be applied without the use of furring strips 
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lEtLING DESIGN No. 8222 

n liposed of Cornice 4221 page 252 

113^ in. deep, 9 in. projection 

Filler, 4574 page 244 

Field Panels, 4350 page 198 

j llititlition of cornice may be made to suit conditions 


Re-Pressed Bead Joints and Die-Cut Nail Holes 
per square 




Price, based on room 20 x 40 ft. 
“ “ “ “ 24x60 ft. 

“ “ “ “ 26x80 ft. 


Price, based on room 12 x 18 ft. or larger, $9.30 

“ “ “ “ 16 X 20 ft. “ “ 9.25 

“ “ “ “ 18 X 30 ft. “ “ 9.20 

Cornice mitres extra Furring strips extra 

This design can not be applied without the use of furring strips 


$9.15 

9.10 

9.05 
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CEILING DESIGN No. 8221 

Composed of Cornice 4292 page 254 

6X in. deep, in. projection 

Filler, 4574 page 244 

Field Pdnels, 4351 page 198 

Substitution of cornice mav be made to suit Conditions 


Re-Pressed Bead Joints and Die- Cut Nail Holes 


Price, based on room 12 x 18 ft. or larger, $9.30 per square 

“ “ “ “ 16x20 ft. “ “ 9.25 “ “ 

“ “ “ “ 18x30 ft. “ “ 9.20 “ “ 


Price, based on room 20 x 40 ft. or larger, $9.15 per square 


24x60 ft. “ 
26 X 80 ft. 


9.10 

9.05 


Comice mitres extra Furring strips extra 

This design can not be applied without the use of furring strips 
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CEILING DESIGN No. 8220 

Composed of Cornice 4292 page 254 

6X in. deep, in. projection 

Filler, 4574 page 244 

Field Panels, 4279, 4281, 4284 . page 199 
Substitution of cornice may be made to suit conditions 


Re-Pressed Bead Joints and Die-Gut Nail Holes 


Price, based on room 13 x 19 ft. or larger, $9.35 per square 

“ “ “ “ 17x21 ft. “ “ 9.30 “ “ 

“ “ “ “ 19x31 ft. “ “ 9.25 “ 


Price, based on room 21 x 41 ft. or larger, $9.20 per square 

“ “ “ “ 25x61 ft. “ “ 9.15 “ 

“ “ “ “ 27x81 ft. “ “ 9.10 “ “ 


Cornice mitres extra Furring strips extra 

This design can not be applied without the use of furring strips 
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CEILING DESIGN No. 8291 

Composed of Cornice 4292 page 254 

6X in. deep, 6 ^ in. projection 

Filler, 4574 page 244 

Bead Joint Panels, 4641, 

4642,4643 page 201 

or Lock Joint Panels, 

4941, 4942, 4943 page 208 

Substitution of cornice may be made to suit conditions 


Re-Pressed Bead Joints and Die-Gut Nail Holes 


Price, based on room 13 x 19 ft. or larger, $9.00 

“ “ “ “ 17x21 ft. “ “ 8.90 

“ “ “ “ 19x31 ft. “ “ 8.85 

“ “ “ “ 21x41 ft. “ “ 8.75 

“ “ “ “ 25x61 ft. “ “ 8.70 

“ “ “ “ 27x81 ft. “ “ 8.65 

Comice mitres extra 


per square 


Interlocking Joints 

Price, based on room 13 x 19 ft. or smaller, $10.30 per square 
“ “ “ “ 17 X 21 ft. “ “ 10.40 “ “ 

“ “ “ “ 19x31 ft. “ “ 10.50 “ 

“ “ “ “ 21x41 ft. “ “ 10.55 “ 

“ “ “ “ 25x61 ft. “ “ 10.65 “ 

“ “ “ “ 27 X 81 ft. “ “ 10.70 “ “ 

Furring strips extra 


This design can not be applied without the use of furring strips 
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CEILING DESIGN No. 8143 


Re-Pressed Bead Joints and Die-Gut Nail Holes 


Composed of Cornice 4221 page 252 

11 in. deep, 9 in. projection 

Filler, 4263 page 244 

Border, 4306. page 225 

Field Panels, 4228 page 203 

Substitution of cornice may be made to suit conditions 


Price, based on room 12 x 18 ft. or larger, $9.30 per square 

“ “ “ “ 16x20 ft. “ “ 9.15 “ “ 

“ “ “ “ 18x30 ft. “ “ 9.05 “ “ 

Comice mitres extra 


Price, based on room 20 x 40 ft. or larger, $8.95 per square 

“ “ “ “ 24x60 ft. “ “ 8.85 “ “ 

“ “ “ “ 26x80 ft. “ “ 8.80 “ “ 

Furring strips extra 


This design can not be applied without the use of furring strips 










CEILING DESIGN No. 8215 

Composed of Cornice 4221 page 252 

9 in. projection 

Filler, 4574 page 244 

Field Panels, 4226, 4227, 4228.. page 203 
Substitution of cornice niay be made to suit conditions 


Price, based on room 13 x 19 ft. or larger, $9.00 

“ “ “ “ 17x21 ft. “ “ 8.90 

“ “ “ “ 19x31 ft. “ “ 8.85 


Re-Pressed Bead Joints and Die-CutlNaU Holes 
per square 


Price, based on room 21 x 41 ft. or larger, 

“ “ “ “ 25x61 ft. “ 

“ “ “ “ 27x81 ft. “ “ 


8.65 


WHEELitiG Corrugating Co. 


* 




Metal Ceilings aNd Walls 


v-iurniee mirres extra 


fuiruig strips extra 


This design can not be applied without the use of furring strips 





























WHEELIfiG CORKUGATIflG CO. 



Metal Ceilings aNd Walls 





ING design No. 8218 Re-Pressed Bead Joints and Die-Gut Nail Holes 


•sed of Cornice 4221 page 252 

11 H in. deep, 9 in. projection 

Filler, 4574 page 244 

Border Panels, 4228 page 203 

Mold, 4246 page 257 


Field Panels, 4226, 4227, 4228. .page 203 
ption of cornice may be made to suit conditions 


Price, based on room 17 x 21 ft. or larger, $9.40 per square Price, based on room 25 x 61 ft. or larger, $9.10 per square 

“ “ “ “ 19x31 ft. “ “ 9.30 “ “ “ “ “ 27x81 ft. “ “ 9.05 “ “ 

“ “ “ “ 21x41 ft. “ “ 9.15 “ 

Comice mitres extra Furring strips extra 

This design can not be applied without the use of furring strips 













CEILING DESIGN No. 8144 


Re-Pressed Bead Joints and Die-Cut Nail Holes 


WHEELldG CoRFUGATING CO. 






Metal CeiliHgsaHd Walls 


f- 1A' 4^ — zV 


Composed of Cornice 4221 page 252 

11 % in. deep, 9 in. projection 

Filler, 4263 page 244 

Border, 4306 page 225 

Field Panels. 4278 page 205 


Substitution of cornice may be made to suit conditions 


Price, based on room 12 x 18 ft. or larger, $9.30 per square 

“ “ “ “ 16x20 ft. “ “ 9.15 “ 

“ “ “ “ 18x30 ft. “ “ 9.05 “ “ 


Comice mitres extra 


Price, based on room 20 x 40 ft. or larger, $8.95 per square 

“ “ “ “ 24x60 ft. “ “ 8.85 “ 

“ “ “ “ 26x80 ft. “ “ 8.80 “ “ 

Furring strips extra 


This design can not be applied without the use of furring strips 





Price, based on room 13 x 19 ft. or larger, $9.00 

“ “ “ “ 17x21 ft. “ “ 8.90 

“ “ “ “ 19x31 ft. “ “ 8.85 


Re-Pressed Bead Joints and Die-Gut Nail Holes 
per square 


Price, based on room 21 x 41 ft. or larger, 

“ “ “ “ 25x61 ft. “ 

“ “ “ “ 27x81 ft. “ “ 


Cornice mitres extra Furring strips extra 

This design can not be applied without the use of furring strips 


WHEELl^l6 Corrugating Co. 


Metal Ceilings aNd Walls 


CEILING DESIGN No. 8217 

Composed of Cornice 4197 page 254 

5H in. deep, 5X in. projection 

Filler, 4574 page 244 

Field Panels, 4273, 4275, 

4278 page 205 

Substitution of cornice may be made to suit conditions 


$8.75 per square 
8.70 “ “ 

8.65 “ 








CEILING DESIGN No. 8135 

Composed of Cornice 4292 page 254 

6% in. deep, 6M in, projection 

Filler, 4574 page 244 

Field Panels, 4890 page 197 

Substitution of cornice may be made to suit conditions 




Re-Pressed Bead Joints and Die-Cut Nail Holes 

Price, based on room 20 x 40 ft. or smaller, $9.50 per square 

“ “ “ “ 24 X 60 ft. “ “ 9.55 “ “ 

“ “ “ “ 26 X 80 ft. “ “ 9.60 “ “ 

Cornice mitres extra Furring strips extra 

This design can not be applied without the use of furring strips 


Price, based on room 12 x 18 ft. or smaller, $9.35 per square 

“ “ “ “ 16 X 20 ft. “ “ 9.40 “ “ 

“ “ “ “ 18 X 30 ft. “ “ 9.45 “ “ 


WHEELirtG CORRUGATItlG Co. 


Metal CeiliiIgsaiJd Walls 









Wheeling CorrjgatiNg Co. 



Metal Ceilings aNd Walls 

h 
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CEILING DESIGN No. 8240 


Composed of Cornice 4411 page 251 

13 in. deep, 4X in* projection 

Filler, 4574 page 244 

Border, 4404 page 225 

Field Panels, 4398 page 197 


Substitution of cornice may be made to suit conditions 


i 


Re-Pressed Bead Joints and Die-Gut Nail Holes 


Price, based on room 12 x 18 ft. 
“ “ “ “ 16x20 ft. 

“ “ “ “ 18x30 ft. 


or larger, $9.65 per square 

it it 9 5Q it it 

“ “ 9.40 “ “ 


Price, based on room 20 x 40 ft. 
“ “ “ “ 24x60 ft. 

“ “ “ “ 26x80 ft. 


or larger, $9.35 

per 

square 

“ “ 9.30 

it 

it 

“ “ 9.25 

it 

it 


Cornice mitres extra 


Furring strips extra 


This design can not be applied without the use of furring strips 













CEILING DESIGN No. 8046 

Composed of Cornice 4221 page 252 

11 H in. deep, 9 in. projection 

Filler, 4574 page 244 

Border Panels, 4225 . . page 206 

Mold, 4230. . page 259 

Field Panels, 4223 page 206 

Substitution of cornice may be made to suit cenditiens 


Re-Pressed Bead Joints and Die-Cut NaU Holes 

.*x3.t.. ■■ ■■ ,.1, .. .. a; IS!!: " " in :: :: 

Cornice mlttee extra 

This design can not -be applied without the use of furring strips 


Wheeling CoRjuGATiflG Co. 
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Metal CeiliHgs aNd Walls 






















Wheeling Corrugating Co. 



Metal Ceilings aNd Walls 
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CEILING DESIGN No. 8048 


Re-Pressed Bead Joints and Die-Cut Nail Holes 


Composed of Cornice 4221 page 252 

11 in. deep, 9 in. projection 

Filler, 4574 page 244 

Border Panels, 4225 . . page 206 

Mold, 4230 page 259 

Field Panels, 4273 page 205 


Substitution of cornice may be made to suit conditions 


Price, based on room 12 x 18 ft. or larger, $9.30 

“ “ “ “ 16 X 201ft. “ “ 9.20 

“ “ “ “ 18x30 ft. “ “ 9.10 


per square Price, based on room 20 x 40 ft. or larger, $9.05 
“ “ “ “ “ “ 24x60 ft. “ “ 8.95 

“ “ “ “ “ “ 26x80 ft. “ “ 8.90 


per square 


Cornice mitres extra Furring strips extra 

This design can not be applied without the use of furring strips 

































Wheeling CorrugathIg Co. 


Metal CEiLitiGS aKd Walls 


CEILING DESIGN No. 8047 

Composed of Cornice 4221 page 252 

II H in* deep, 9 In. projection 

Filler, 4574 page 244 

Field Panels, 4223 page 206 

Substitution of cornice may be made to suit conditions 


Price, based on room 12 x 18 ft. or larger, $9.30 per square 

“ “ “ 16x20 ft. “ “ 9.25 

‘ “ “ “ 18x30 ft. “ “ 9.20 


Re-Pressed Bead Joints and Die-Cut Nail Holes 


Price, based on room 20 x 40 ft. or larger, $9.15 per square 

“ 24 x 60 ft. “ “ 9.10 “ » 

“ “ “ “ 26x80 ft. “ “ 9.05 “ “ 


Cornice mitres extra purring strips extra 

This design can not be applied without the use of furring strips 



WheeliHg Corrugating Co. 



Metal Ceilings aNd Walls 

h 
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CEILING DESIGN No. 8309 


Re-Pressed Bead Joints and Die-Cut Nail Holes 
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Composed of Cornice 4299 page 254 

5)4 in. deep, 4M in. projection 

FiUer, 4263 page 244 

Border, 4509 page 229 

Field Panels, 4226 page 203 

Substitution of cornice may be made to suit conditions 


Price, based on room 13 x 19 ft. or larger, $9.30 per square 

“ “ “ “ 17x21 ft. “ “ 9.20 “ “ 

“ “ “ “ 19x31 ft. “ “ 9.10 “ “ 


Price, based on room 21 x 41 ft. or larger, 

“ “ “ “ 25x61 ft. “ “ 

“ “ “ “ 27x81 ft. “ “ 


$9.00 per square 
8.90 “ “ 

8.85 “ 


Cornice mitres extra 


Furring strips extra 


This des^n can not be applied without the use of furring strips 
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WheelifIg Corrugating Co. 



Metal Ceilings aNd Walls 


Re-Pressed Bead Joints and Die-Gut Nail Holes 

Composed of Cornice 4292 page 284 t>. . , 

Fin^r,‘?574®®‘’: 16x20 d‘ ^0 X 40 ft. or larger, $8.75 per square 

Field Panels, 4226 page 203 “ “ n “ “ »*8n “ “ tt n ** ** 8.70 “ “ 

Substitution of cornice may be made to suit conditions ’ * 26 X 80 ft. “ “ 8.65 “ ** 

Cornice mitres extra Furring strips extra 

This design can not be applied without the use of furring strips 












f 

I 

[ceiling design No. 8294 

1 "Composed of Cornice 4815 page 252 

8H in. deep, 6X in. projection 

Filler, 4552 page 246 

Border, 4509 page 229 

Bead Joint Panels, 4641, page 201 

or Lock Joint Panels, 

i 4947 page 208 

[Substitution of cornice may be made to suit conditions 

i 


WheeliiIg Corrugating Co. 


Metal Ceilings aNd Walls / ^ - 

1 




Interlocking Joints . 

Price, based on room 13 x 19 ft. or smaller, $10.30 per square 


17x21 ft. 


it 

10.40 

it 

it 

19 X 31 ft. 


it 

10.45 

it 

it 

21 X 41 ft. 

it 

it 

10.50 

it 

it 

25 X 61 ft. 

(( 

it 

10.60 

it 

it 

27 X 81 ft. 

it 

it 

10.65 

it 

it 


Furring strips extra 
without the use of furring strips 


Re-Pressed Bead Joints and Die-Cut Nail Holes 


Price, based on room 13 x 19 ft. or 

larger. 

$9.30 

per 

square 

it it 

it it 

17x21 ft. “ 

it 

9.20 

it 

it 

it it 

it it 

19x31 ft. “ 

it 

9.10 

it 

it 

it it 

it it 

21 X 41 ft. “ 


9.00 

it 


it it 

it it 

25x61 ft. “ 

it 

8.90 

it 

it 

it it 

it it 

27x81 ft. “ 
Cornice mitres 

it 

extra 

8.85 

it 

it 


This design can not be applied 
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Wheeling CoRRiGATirtG Co. 



Metal CEiiitiGSAtJD Walls 
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CEILING DESIGN No. 8290 

Composed of Cornice 4292 page 254 

b}i in. deep, 6}4 in. projection 

Filler, 4574 page 244 

Bead Joint Panels, 4641 page 201 

or Lock Joint Panels, 4941.. page 208 

Substitution of comice may be made to suit conditions 


Re-Pressed Bead Joints and Die-Cut Nail Holes Interlocking Joints 


Price, based on room 

12 X 18 ft. or larger, 

$8.95 

per 

square 

Price, based on room 12 x 18 ft. or 

smaller, $10.00 per square 

(( ti 

(« 

it 

16x20 ft. “ 

it 

8.85 

it 

it 

it it 

ii 

it 

16 X 20 ft. “ 

ti 

10.10 “ 

t( ii 

C( 

it 

18x30 ft. “ 

it 

8.80 

it 

it 

it it 

ii 

it 

18 X 30 ft. “ 

it 

10.20 “ “ 

i( (( 

(( 

it 

20x40 ft. “ 

it 

8.75 

c« 

it 

it it 

it 

it 

20 X 40 ft. “ 

it 

10.30 “ “ 

(t (t 

it 

it 

24x60 ft. “ 

it 

8.70 

t< 

it 

it it 

it 

ti 

24 X 60 ft. “ 

it 

10.45 “ 

(( (( 

ti 

it 

26x80 ft. “ 

it 

8.65 

<i 

it 

it it 

it 

it 

26 X 80 ft. “ 

it 

10.50 “ 


Cornice mitres extra 

This design can not be applied without 


^ Furring strips extra 
the use of furring strips 



CEILING DESIGN No. 8306 

Composed of Cornice 4197 page 254 

5H in. deep, Syi In. projection 

Filler, 4263 page 244 

Border, 4509 page 229 

Field Panels, 4273 page 205 

Substitution of cornice may be made to suit conditions 


Price, based on room 13 x 19 ft. or larger, $9.30 per square 

“ “ “ “ 17x21 ft. “ “ 9.20 “ “ 

“ “ “ “ 19x31 ft. “ “ 9.10 “ “ 


Re-Pressed Bead Joints and Die-Cut Nail Holes 

Price, based on room 21 x 41 ft. or larger, $9.00 per square 

“ “ “ “ 25x61 ft. “ “ 8.90 “ 

“ “ “ “ 27x81 ft. “ “ 8.85 “ “ 


Cornice mitres extra Furring strips extra 

This design can not be applied without the use of furring strips 


WHEELitle Corrugating Co. 


Metal CeiuNgs aNd Walls 


- 48 " 









WHEELldG CORRUeATlKG Co. 


mi 


Metal CEiLitlGSAflD Walls 


CEILING DESIGN No. 8268 

Composed of Cornice 4197 page 254 

5H in. deep, in. projection 

Filler, 4574 page 244 

Field Panels,* 4273 page 205 

Substitution of cornice may be made to suit conditions 


Re-Pressed Bead Joints and Die-Gut Nail Holes 

Price, based on room 12 x 18 ft. or larger, $8.95 per square 

“ “ “ “ 16x20 ft. “ “ 8.85 “ “ 

“ “ “ “ 18x30 ft. “ “ 8.80 “ 


Price, based on room 20 x 40 ft. or larger, $8.75 

“ “ “ “ 24x60 ft. “ “ 8.70 

“ “ “ “ 26x80 ft. “ “ 8.65 




per square 


Cornice mitres extra 


Furring strips extra 


This design can not be applied without the use of furring strips 















































WheeliiIg CorfjjgatiiJg Co. 


Metal Ceilings ajJd Walls 
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CEILING DESIGN No. 8319 

Composed of Cornice 4671 page 253 

5M in. deep, 6 in. projection 

Filler, 4577 page 244 

Panels, 4225 page 206 


Re-Pressed Bead Joints and Die-Cut Nail Holes 


Price, based on room 12 x 18 ft. 
“ “ “ “ 16x20 ft. 

“ “ “ “ 18x30 ft. 


or larger, $8.75 per square 
“ “ 8.60 “ “ 

“ “ 8.50 “ “ 


Price, based on room 20 x 40 ft. 
“ “ “ “ 24x60 ft. 

“ “ “ “ 26x80 ft. 


or larger, $8.40 per square 
“ “ 8.35 “ “ 

“ “ 8.30 “ “ 


Substitution of cornice may be made to suit conditions 


Cornice mitres extra 


Furring strips extra 


This design can not be applied without the use of furring strips 
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WheeliiIg Corrugating Co. 



Metal Ceilings aNd Walls 
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CEILING . DESIGN No. 8227 Re-Pressed^Bead Joints and Die-Cut Nail Holes 

Composed of Cornice 4292 . page Price, based on room 17x21 ft. or larger, $10.00 per square Price, based on room 25x61 ft. or larger, $9.65 per squarel 

Filler, 4574.. We 244 “ “ “ “ 19 X 31 ft. “ “ 9.90 “ “ “ “ “ “ 27 X 81 ft. “ “ 9.60 “ 

Border Panels, 4271 page 195 “ “ “ “ 21 X 41 ft. “ “ 9.75 “ “ 

Mold, 4241 page 257 

Field Panels, 4256 page 199 Comice mitres extra Furring strips extra 

Substitution of cornice may be made to suit conditions ...... . * 

This design can not be applied without the use of furring strips 


i6 






CEILING DESIGN No. 8226 



■ ■ ‘K 


Re-Pressed Bead Joints and Die-Cut Nail Holes 




ESomposed of Cornice 4292 page 254 

6X in. deep, 6K in. projection 


Filler, 4263 page 244 

Border, 4306 page 225 

Field Panels, 4256 page 199 


lubstitudon of cornice may be made to suit conditions 


Price, based on room 12 x 18 ft. or larger, $9.45 per square Price, based on room 20 x 40 ft. or larger, 

44 44 44 16 x 20 ft. “ ‘‘ 9.35 “ “ “ “ “ “ 24 X 60 ft. “ 

44 44 44 44 18 X 30 ft. “ “ 9.30 “ “ “ “ “ “ 26 X 80 ft. “ “ 

Comice mitres extra Furring strips extra 

This design can not be applied without the use of furring strips 


$9.25 

9.20 

9.15 


per square 
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Wheeling Corrugating Co. 



Metal Ceilings aNd Walls 



CEILING DESIGN No. 8281 


Composed of Cornice 4640 page 250 

11)4 in. deep, 12 in. projection 

Filler, 4574 page 244 

Panels, 4790, 4791 page 209 

Panels, 4792, 4793 page 210 


Substitution of cornice may be made to suit conditions 


Re-Pressed Bead Joints and Die-Cut Nail Holes 

Price, based on room 20 x 25 ft. or smaller, $10.75 per square Price, based on room 30 x 60 ft. or smaller, $10.90 per square 
“ “ “ “ 25 X 40 ft. “ “ 10.80 “ “ “ “ “ “ 30 x 100 ft. “ “ 10.95 “ “ 

Cornice mitres extra Furring strips extra 

This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 













WheeliiIg CorrugatiiIg Co. 



Metal CeiuHcs ajJd Walls 
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CEILING DESIGN No. 8279 


Re-Pressed Bead Joints and Die-Cut Nail Holes 


Composed of Cornice 4197 page 254 

5H in. deep, 5}4 in. projection 

Filler, 4574 page 244 

Field Panels, 4790, 4791 . . page 209 

Field Panels, 4792 page 210 

Substitution of cornice may be made to suit conditions 


Price, for rooms of all sizes, $9.50 per square 
Cornice mitres extra Furring strips extra 

This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 

















WheeliiIg Corrugating Co. 
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Metal Ceilings aNd Walls 
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ceiling DESIGN No. 8138 

Composed of Cornice 4221 page 252 

11 H in* deep, 9 in. projection 

Filler, 4577 page 244 

Field Panels, 4791, 4799. .page 209 

Field Panels, 4792 page 210 

Substitution of cornice may be made to suit conditions 


Price, based on room 13 x 19 ft. or larger, 
“ “ “ “ 17x21 ft. “ “ 

“ “ “ “ 19x31 ft. “ “ 


Re-Pressed Bead Joints and Die-Gut Nail Holes 
per square 


$9.35 

9.30 

9.25 


Price, based on room 21 x 41 ft. or larger, 

“ “ “ “ 25x61 ft. “ 

“ “ “ “ 27x81 ft. “ “ 


Cornice mitres extra 


$9.20 

9.15 

9.10 


per square 


Furring strips extra 


This design may be applied direct to wood sheathing, but furring strips must be used over plaster or Joists 








Wheeling Corrugating Co. 



Metal Ceilings aNd Walls 
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LING DESIGN No. 8137 


Re-Pressed Bead Joints and Die-Cut Nail Holes 


ix>8ed of Ck>rnice 4640 page 250 

11 H in* deep, 12 in. projection 

FUler, 4574 page 244 

Field Panels, 4794 page 209 

4tution pf cornice ma^ be made to suit conditions 


Price, based on room 12 x 18 ft. or larger, $9.30 per square 

“ “ “ “ 16x20 ft. “ “ 9.25 “ 

“ “ “ “ 18x30 ft. “ “ 9.20 “ “ 

Cornice mitres extra 


Price, based on room 20x40 ft. or larger, $9.15 per square 

“ “ “ “ 24x60 ft. “ “ 9.10 “ “ 

“ “ “ “ 26x80 ft. “ “ 9.05 


Furring strips extra 


This design may be appliedldirect to wpod sheathing, but furring strips must be used over plaster or joiste 
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WhEELIIJG CORKUGATirtG Co. 
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Metal CeiliiJgs aiJd Walls 
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CEILING DESIGN No. 8139 

Composed of Cornice 4640 page 250 

11)4 in. deep, 12 in. projection 

Filler, ,4500 page 245 

Border, 4306 page 225 

Field Panels, 4794 page 209 

Substitution of cornice may be made to suit conditions 


Re-Pressed Bead Joints and Die-Gut Nail Holes 

Price, based on room 12 x 18 ft. or larger, $9.45 per square Price, based on room 20 x 40 ft. or larger, $9.25 per square 
“ “ “ “ 16x20 ft. “ “ 9.35 “ “ “ “ “ “ 24x60 ft. “ “ 9.20 “ “ 

18x30 ft. “ “ 9.30 “ “ “ “ “ “ 26x80 ft. “ “ 9.15 “ “ 

Cornice mitres extra 


it it it 

it ti (( 


Furring strips extra 

This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 













Wheeling CorsugatiHg Co. 


CEILING DESIGN No. 8277 


k— 


Re-Pressed Bead Joints and Die-Cut Nail Holes 


Mm 




Metal CeiliHgs AtJo Walls 


Composed of Cornice 4221 page 252 

ll}i in. deep, 9 in. projection 

Filler, 4574 page 244 

Field Panels, 4790, 4791 . page 209 

Field Panels, 4792 page 210 


Substitution of cornice may be made to suit conditions 


Price, based on room 13 x 19 ft. or larger, $9.35 per square 

*4 44 44 44 17 J 21 ft. “ “ 9.30 “ 

44 44 44 44 19 X 31 ft. “ “ 9.25 “ “ 


Price, based on room 21 x 41 ft. or larger, $9.20 per square 

“ “ “ “ 25x61 ft. “ “ 9.15 “ “ 

44 44 44 44 27 X 81 ft. “ “ 9.10 “ “ 


Cornice mitres extra 


Furring strips extra 


This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 
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CEILING DESIGN No. 8142 

Composed of Cornice 4251 page 249 

17>| in. deep, 12^ in. projection 

Finer, 4577 V. . . page 244 

Panels, 4790 page 209 

Panels, 4793 page 210 

Substitution of cornice may bo made to suit conditions 


Re-Pressed Bead Joints and Die-Cut Nail Holes 

Price, based on room 12 x 18 ft. or larger, $10.40 per square 

“ “ “ “ 18x20 ft. “ “ 10.30 “ “ 

“ “ “ “ 20x32 ft. “ “ 10.05 “ “ 


Price, based on room 26 x 60 ft. or larger, $9.80 
“ “ “ “ 29x82 ft. “ “ 9.70 


Cornice mitres extra 


Furring strips extra 



This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 






WHEELirte CorrugatkJg Co. 
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-ING DESIGN No. 8287 


Re-Pressed Bead Joints and Die-Gut Nail Holes 


H)8ed of Cornice 4221 page 252 

11 H in. deep, 9 in. projection 

Filler, 4807 page 245 

Border, 4306 page 225 

Field Panels, 4624 page 211 


itution of cornice may be made to suit conditions 


Price, for rooms of all sizes, $9.00 per square 
Cornice mitres extra Furring strips extra 

This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 
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WheeliiIg CoriugatiKg Co. 



Metal Ceilings aHd Walls 


CEILING DESIGN No. 8286 

Composed of Cornice 4221 page 252 

113^ in. deep, 9 in. projection 

Filler, 4807 page 245 

Border, 4306 page 225 

Field Panels, 4537 page 211 

Substitution of cornice may be made to suit conditions 


Re-Pressed Bead Joints and Die-Cut Nail Holes 
Price, for rooms of all sizes, $9.00 per square 
Cornice mitres extra Furring strips extra 

This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 



'Varies 











Wheeling CoRRUGATiflG Co. 


Metal CeiliHgs ajJd Walls 


CEILING DESIGN No. 8278 


Re-Pressed Bead Joints and Die-Cut Nail Holes 




Composed of Cornice 4197 page 254 

5H in. deep, 5X in. projection 

Filler, 4574 page 244 

Field Panels, 4791 page 209 

Field Panels, 4792 page 210 

Substitution of cornice may be made to suit conditions 


Price, based on room 13 x 19 ft. or larger, 

“ “ “ “ 17x21 ft. “ “ 

“ “ “ “ 19x31 ft. “ 


$9.35 per square 
9.30 “ 

9.25 “ 


Cornice mitres extra 


Price, based on room 21 x 41 ft. or larger, $9.20 per square 

“ “ “ “ 25x61 ft. “ “ 9.15 “ “ 

“ “ “ “ 27x81 ft. “ “ 9.10 “ “ 

Furring strips extra 


This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 
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WhEELIJIG CORSyGATirtG Co. 
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Metal Ceilings aHd Walls 




CEILING DESIGN No. 8302 

Composed of Cornice 4720 page 254 

5H in. deep, 4^ in. projection 

Filler, 4263 page 244 

^rde^ 4306 page 225 

Field Panels, 4700 page 211 

Substitution of cornice may be made to suit conditions 


Re-Pressed Bead Joints and Die-Gut Nail Holes 
Price, based on room 12x 18 ft. or larger, $9.45 per square Price, based 


16 X 20 ft. “ “ ' ' 9.35 ‘ 1 ?''®.*?*“ 20 x40 ft. or lai^er, $9.25 per square 5 


(4 (t 

<( ii <i (( 


24x60 ft. “ 
26x80 ft. “ 


9.20 “ “ 

9.15 “ 


18x30 ft. “ “ 9.30 “ “ 

Cornice mitres extra Furring strips extra 

This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 







Wheeling Corrugating Co. 



Metal CeiuNgs aNd Walls 
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CEILING DESIGN No. 7042 


Re-Pressed Bead Joints and Die-Cut Nail Holes 


Composed of Cornice 4720 page 254 

5H in. deep, 4^4 in. projection rrice, 

Filler, 4263 page 244 “ 

Border, 4509 page 229 “ 

Field Panels, 4700 page 211 

Substitution of cornice may be made to suit conditions 


based on room 13 x 19 ft. or larger, $9.50 per square 

“ “ “ 17x21 ft. “ “ 9^.40 “ 

“ “ “ 19x31 ft. “ “ 9.35 “ 

Cornice mitres extra 


Price, based on room 21 x 41 ft. or larger, $9.30 per square 

“ “ “ “ 25x61 ft. “ “ 9.25 “ “ 

“ “ “ “ 27x81 ft. “ “ 9.20 “ “ 

Furring strips extra 


This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 
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Wheeling Corrugating Co. 



Metal Ceilings aNd Walls 
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CEILING DESIGN No. 8301 

Composed of Cornice 4292 page 254 

6^4 in. deep, 6K in. projection 

Filler, 4263 page 244 

Border, 4306 page 225 

Field Panels, 4804 page 211 

Substitution of cornice may be made to suit conditions 


Re-Pressed Bead Joints and Die-Gut Nail Holes 

Price, based on room 12 x 18 ft. or larger, $9.45 per square Price, based on room 20 x 40 ft. or larger, $9.25 per square 
16 X 20 ft. “ “ 9.35 “ “ “ “ “ “ 24x60 ft. “ “ 9.20 “ 

18x30 ft. “ “ 9.30 “ “ “ “ “ “ 26x80 ft. “ “ 9.15 “ 


(t t( a 

H i( (i 


Cornice mitres extra Furring strips extra 

This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 
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WheeliiIg CorrugatiiJg Co. 



Metal CeiliiIgs aNd Walls 
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.ING DESIGN No. 8205 

(losed of Cornice 4469 page 253 

9^ in. deep, 5 in. projection 

Filler, 4263 page 244 

Border, 4482 page 223 

Field Panels, 4485 page 213 

titution of cornice may be made to suit conditions 
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Price, based on room 12 x 18 ft. or larger, 

“ “ “ “ 16x20 ft. “ “ 

“ “ “ “ 18x30 ft. “ “ 


Re-Pressed Bead Joints and Die-Cut Nail Holes 

per sQuare Price, based on room 20 x 40 ft. or larger, $9.45 per square 

“ “ “ “ “ “ 24x60 ft. “ “ 9.40 “ “ 


K- >-H 


$9.80 

9.65 


9.55 


9.35 


“ “ “ “ “ 26 x 80 ft. “ “ 

Cornice mitres extra Furring strips extra 

This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 
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Wheeling CorrugatiiJg Co. 



Metal CeiujIgsaKd Walls 



CEILING DESIGN No. 8107 

Composed of Cornice 4222 pajje 252 

projection 

Mller, 4807 naiie 245 

Border, 4306 ■ pale 225 

Field Panels. 4769 ! ! .' ! i 213 
Substitution of cornice may be made to suit conditions 


„ ^ ^ Re-Pressed Bead Joints and Die-Cut NaU Holes 

Prtce, bayl » .»« |2 ■ IS ft. or ,|.3| ^ «,„„o 

“ “ “ “ 18x30 ft. “ “ 9.05 “ 

Cornice mitres extra i? • ^ 

This design may be applied direct to ttood sheathing, but furring strips must^ruslL^ve/pirster or joists 


Price, based on room 20 . 40 ft. or larger, $8.95 per 
“ “ “ “ 26x80 ft! “ » 8.80 » 


square 





WHEELifiG Corrugating Co. 



Metal Ceilings aNd Walls 
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:Biling design No. 8109 

- inposed of Cornice 4299 page 254 

in. deep, 4K in. projection 

Filler, 4574 page 244 

Border, 4766 page 230 

Field Panels, 4769 page 213 

ition of cornice may be made to suit conditions 


Re-Pressed Bead Joints and Die-Gut Nail Holes 

Price, t>ased on room 13 x 19 ft. or larger, $9.00 per square Price, based on room 21 x 41 ft. or larger, $8.85 per square 
“ “ “ “ 17x21 ft. “ “ 8.95 “ “ “ “ “ “ 25x61 ft. “ “ 8.80 “ 

“ “ “ “ 19x31 ft. “ “ 8.90 “ “ “ “ “ “ 27x81 ft. “ “ 8.75 “ 

Cornice mitres extra Furring strips extra 

This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 
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Wheeling CorrugatiKg Co. 



Metal CeiliHgsaNd Walls 
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CEILING DESIGN No. 7048 


Composed of Cornice 4660 page 251 

lOH in. deep, 11 in. projection 

Filler, 4574 . . j page 244 

Border, 4742 page 230 

Field Panels, 4740 page 216 


Substitution of cornice may be made to suit conditions 


Re-Pressed Bead Joints and Die-Cut Nail Holes 

Price, based on room 13 x 19 ft. or larger, $9.00 per square Price, based on room 21 x 41 ft. or larger, $8.85 per square 

“ “ “ “ 17x21 ft. “ “ 8.95 “ “ “ “ “ “ 25x61 ft. “ “ 8.80 “ “ 

“ “ “ “ 19x31 ft. “ “ 8.90 “ “ “ “ “ “ 27x81 ft. “ “ 8.75 “ “ 

Cornice mitres extra Furring strips extra 

This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 




VEILING DESIGN No. 7047 

^mposed of Cornice 4660 page 251 

^ lOK in. deep, 11 in. projection 

Filler, 4574 page 244 

Field Panels, 4738, 4739, 

4740 page 216 

bstitution of cornice may be made to suit conditions 


Price, based on room 13 x 19 ft. or larger, $8.85 

“ “ “ “ 17x21 ft. “ “ 8.80 

“ “ “ “ 19x31 ft. “ “ 8.75 


Re-Pressed Bead Joints and Die-Cut Nail Holes 
per square 




Price, based on room 21 x 41 ft. or larger, $8.70 

“ “ “ “ 25x61 ft. “ “ 8.65 

“ “ “ “ 27x81 ft. “ “ 8.60 


per square 


Cornice mitres extra Furring strips extra 

This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 


Wheeling CoRRUGATiflG Co. 


Metal Ceilings aKd Walls 




Wheeling Corrugating Co 


Metal Ceilings aNd walls 


CEILING DESIGN No. 8207 

Composed of Cornice 4411 page 251 

13 in. deep, in. projection 

Filler, 4263 page 244 

Border, 4389 page 225 

Plates, 4377, 4378, 4379. page 215 

Substitution of cornice may be made to suit conditions 


Re-Pressed Bead Joints and Die-Cut Nail Holes 

Price, based on room 12 x 18 ft. or larger, $9.65 per square Price, based on room 20 x 40 ft. or larger, $9.35 per square 
“ “ “ “ 16x20 ft. “ “ 9.55 “ “ “ “ “ “ 24x60 ft. “ “ 9.30 “ 

“ “ “ “ 18x30 ft. “ “ 9.45 “ “ “ “ “ “ 26x80 ft. “ “ 9.25 “ 

Cornice mitres extra Furring strips extra 

This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 


Varies h 














Wheeling Corrugating Co. 



Metal CeiuNgs aNd Walls 
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eiLING DESIGN No. 8206 

•mposed of Cornice 4411 page 251 

13 in. deep, 4X in. projection 

Filler, 4263 page 244 

Border, 4389 page 225 

Field Plates, 4377, 4378. page 215 

-■bstitution of cornice may be made to suit conditions 


Re-Pressed Bead Joints and Die-Cut NailJHoles 

Price, based on room 12 x 18 ft. or larger, $9.65 per square Price, based on room 20 x 40 ft. or larger, $9.35 per square 

“ “ “ “ 16x20 ft. “ “ 9.55 “ “ “ “ “ “ 24x60 ft. “ “ 9.30 “ 

“ “ “ “ 18x30 ft. “ “ 9.45 “ “ “ “ “ “ 26x80 ft. “ “ 9.25 “ 

Cornice mitres extra Furring strips extra 

This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 


^ 








100 





Metal CEiLiiiGSArtD Walls 


CEILING DESIGN No. 8211 


Re-Pressed Bead Joints and Die-Cut Nail Holes 


Composed of Cornice 4469 page 253 

9K in. deep, 5 in. projection 

J'iller, 4263 page 244 

Border, 4482 page 223 

Field Plates, 4486 page 218 


Substitution of cornice may be made to suit conditions 


Price, based on room 12 x 18 ft. or larger, $9.65 per square 

“ “ “ “ 16x20 ft. “ “ 9.45 “ 

“ “ “ “ 18x30 ft. “ “ 9.30 “ 

Cornice mitres extra 


Price, based on room 20 x 40 ft. or larger, $9.15 per squall 

“ “ “ “ 24x60 ft. “ “ 9.05 “ “ 

“ “ “ “ 26x80 ft. “ “ 9.00 “ “ 


Furring strips extra 


This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 


WheeliiIg Corrugating Co, Metal CeiliNgs aNd Walls 


101 



ULING DESIGN No. 8304 

(inposed of Cornice 4815 page 252 

8H in. deep, 6X in* projection 

Filler, 4807 page 245 

Border, 4306 page 225 

Field Panels, 4396 page 212 

ilbstitutiop of cornice may be m$ide to suit conditions 


Re-Pressed Bead Joints and Die-Gut Nail Holes 




Price, based on room 12 x 18 ft. or larger, $9.20 per square 

“ “ “ “ 16x20 ft. “ “ 9.00 “ “ 

“ “ “ “ 18x30 ft. “ “ 8.80 “ “ 


Price, based on room 20 x 40 ft. or larger, $8.70 per square 

“ “ “ “ 24x60 ft. “ “ 8.55 “ 

“ “ “ “ 26x80 ft. “ “ 8.50 “ “ 


Cornice mitres extra Furring strips extra 

This design may be applied direct to wood sheqthing, but furring strips must be used Qver plaster or joists 







Wheeling CorfugatiNg Co. 




Metal Ceilings aiJd Walls 
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CEILING DESIGN No. 8305 

Composed of Cornice 4197 page 254 

5H in. deep, in. projection 

Filler, 480$ page 245 

Border, 4509 page 229 

Field Panels, 4396 page 212 

Substitution of cornice may be made to suit conditions 


Re-Pressed Bead Joints and Die-Cut Nail Holes 


Price, based on room 12 x 18 ft. or larger, $9.20 per square 

“ “ “ “ 16x20 ft. “ “ 9.00 “ 

“ “ “ “ 18x30 ft. “ “ 8.80 “ 


Price, based on room 20 x 40 ft. or larger, $8.70 per square 

“ “ “ “ 24x60 ft. “ “ 8.55 “ 

“ “ “ “ 26x80 ft. “ . “ 8.50 “ 


Cornice mitres extra Furring strips extra 

This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 










WHEELirtG COR,RyGATI(lG CO. 


Metal Ceilings aKd Walls 




CEILING DESIGN No. 8303 Re-Pressed Bead Joints and Die-Cut Nail Holes 

Price, based on room 12 x 18 ft. or larger, $8.75 per square Price, based on room 20 x 40 ft. or larger, $8.40 per square 
“ “ “ “ 16x20 ft. “ “ 8.60 “ “ “ “ “ “ 24x60 ft. “ “ 8.35 “ “ 

“ “ “ “ 18x30 ft. “ “ 8.50 “ “ “ “ “ “ 26x80 ft. “ “ 8.30 “ 

Cornice mitres extra Furring strips extra 

This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 


Composed of Cornice 4815 page 252 

8H in. deep, b}4 in. projection 

Filler, 4574 page 244 

Field Panels, 4396 page 212 

Substitution of cornice may be made to suit conditions 








CEILING DESIGN No. 8310 


Composed of Cornice 4197 page 254 

in. deep, 5X in. projection 

Filler, 4552 page 246 

Border, 4306 page 225 

Field Panels, 4395 page 212 


Substitution of cornice may be made to suit conditions 


Re-Pressed Bead Joints and Die-Gut Nail Holes 

Price, based on room 12 x 18 ft. or larger, $9.20 per square Price, based on room 20 x 40 ft. or larger, $8.70 per squ 

“ “ “ “ 16x20 ft. “ “ 9.00 “ “ “ “ “ “ 24x60 ft. “ “ 8.55 “ “ 

“ “ “ “ 18x30 ft. “ “ 8.80 “ “ “ “ “ “ 26x80 ft. “ “ 8.50 “ 

Cornice mitres extra Furring strips extra 

This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 
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Wheeling Corrugating Co 
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ING DESIGN No. 8050 


Re-Pressed Bead Joints and Die-Gut Nail Holes 


osed of Cornice 4817 page 253 

8K in. deep, 6 in. projection 

Filler, 4574 page 244 

Field Panels, 4395 page 212 


Itution of cornice may be made to suit conditions 


Price, based on room 12 x 18 ft. or larger, $8.75 per square 

“ “ “ “ 16x20 ft. “ “ 8.60 “ “ 

“ “ “ “ 18x30 ft. “ “ 8.50 “ 

No comice mitres furnished 


Price, based on room 20 x 40 ft. or larger, 
“ “ “ “ 24x60 ft. “ 

“ “ “ “ 26x80 ft. “ 

Furring strips extra 


$8.40 per square 
8.35 “ 

8.30 “ “ 


This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 


Vdrie^ 
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Wheeling Corrugating Co, 



Metal Ceilings aNd Walls 



CEILING DESIGN No. 8208 


Composed of Frieze 4404 page 225 

Cornice, 4411 page 251 

Celling Panels, 4407, 

4408 * page 212 


Designed for ceilings that Slope from Center to Walls 
This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 
Send plan and section of room with measurements for estimate of cost 


WHEELirtG CORRUGATIflG CO. 



Metal Ceilings aiJd Walls 
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ING DESIGN No. 8031 

HHI of Cornice 4251 page 249 

17 H in. deep, 1234 in. projection 

Filler, 4806 page 245 

Mold, 4169 page 257 

Border, 4208 page 214 

Corner, 4180 pages 200, 242 

Field Plates, 4208, 4267. page 214 

Itution of cornice may be made to suit conditions 


Re-Pressed Bead Joints and Die-Cut Nail Holes 


Price, based on room 16 x 20 ft. or larger, 
“ “ “ “ 18x30 ft. “ 

“ “ “ “ 20x40 ft. “ 


$10.85 per square 
10.45 “ 

10.30 “ 


Price, based on room 24 x 60 ft. or larger, 
“ “ “ “ 26x 80 ft. “ 


$10.00 per square 
9.90 “ 


Cornice mitres extra Furring strips extra 

This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 
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WHEELIfiG CORRUGATldG CO. 



Metal CEiLitlGSAND Walls 
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CEILING DESIGN No. 8030 

Composed of Cornice 4251 page 249 

1714 in. deep, 12^ in. projection 

Mold, 4169 page 257 

Border, 4208 page 214 

Corner, 4180 pages 200, 242 

Field Plates, 4208 page 214 

Substitution of comice may be made to suit conditions 


Re-Pressed Bead Joints and Die-Gut Nail Holes 


Price, based on room 16 x 20 ft. or larger, $10.85 per square 

“ “ “ “ 18x30 ft. “ “ 10.50 “ “ 

“ “ “ “ 20 X 40 ft. “ “ 10.35 “ “ 


Price, based on room 24 x 60 ft. or larger, $10.10 per Square 
“ “ “ “ 26x80 ft. “ “ 10.00 “ “ 


Cornice mitres extra Furring strips extra 

This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 
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Wheeling CoRRUGATiflG Co. 


Metal CeiliiIgs a(Jd Walls 


CEILING DESIGN No. 7053 


Re-Pressed Bead Joints and Die-Cut Nail Holes 


I Composed of Cornice 4292 page 254 

I 6J4 in. deep, 6M in* projection 

Filler, 4574 page 244 

^ Border Plates, 4786, 4811, 

I 4812 page 222 

p Field Plates, 4765 page 213 

I Substitution of cornice may be made to suit conditions 


Price, based on room 12 x 18 ft. or larger, $10.50 per square 

“ “ “ “ 16x20 ft. “ “ 10.20 “ “ 

“ “ “ “ 18x30 ft. “ “ 9.95 “ “ 

Cornice mitres extra 


Price, based on room 20 x 40 ft. or larger, $9.80 per square 

“ “ “ “ 24x60 ft. “ “ 9.55 “ “ 

“ “ “ “ 26x80 ft. “ “ 9.45 “ “ 

Furring strips extra 


This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 




Wheeling CoRRiGATiflG Co. 


Metal CEiLifiGSAfiD Walls 


CEILING DESIGN No. 7051 

Composed of Cornice 4299 page 254 

5 ^ in. deep, 4>^ in. projection 

Filler, 457,4 page 244 

Border Plates, 4767, 4776, 

4778 page 230 

Field Plates, 4765 page 213 

Substitution of cornice may be made to suit conditions 


Re-Pressed Bead Joints and Die-Gut Nail Holes 

Price, based on room 13 x 19 ft. or larger, $9.00 per square Price, based on room 21 x 41 ft. or larger, $8.85 per square 

“ “ “ “ 17x21 ft. “ “ 8.95 “ “ “ “ “ “ 25x61 ft. “ ‘‘ 8.80 “ “ 

“ “ “ “ 19x31 ft. “ “ 8.90 “ “ “ “ “ “ 27x81 ft. “ “ 8.75 “ “ 

Cornice mitres extra Furring strips extra 

This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 








WheeliiJg Corrugating Co. 


Metal Ceilings aNd Walls 




CEILING DESIGN No. 7052 


Re-Pressed Bead Joints and Die-Gut Nail Holes 


Composed of Cornice 4299 page 254 

5H in. deep, 4>^ in. projection 

Filler, 4574 page 244 

Border Plates, 4766 page 230 

Field Plates, 4765 page 213 


Substitution of cornice may be made to suit conditions 


Price, based on room 13 x 19 ft. or larger, $9.00 per square 

“ “ “ “ 17x21 ft. “ “ 8.95 “ “ 

“ “ “ “ 19x31 ft. “ “ 8.90 “ “ 

Cornice mitres extra 

This design may be applied direct to wood sheathing. 


Price, based on room 21 x 41 ft. or larger, $8.85 per square 

“ “ “ “ 25x61 ft. “ “ 8.80 “ “ 

“ “ “ “ 27x81 ft. “ “ 8.75 “ 

Furring strips extra 

but furring strips must be used over plaster or joists 
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Wheeling Corrugating Co. 



Metal Ceilings aNd Walls 
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CEILING DESIGN No. 8300 

Composed of Cornice 4221 page 252 

11^ in. deep, 9 in. projection 

Filler, 4552 page 246 

Border, 4306 page 225 

Field Panels, 4503 page 211 

Substitution of comice may be made to suit conditions 


Re-Pressed Bead Joints and Die-Cut Nail Holes 

Price, based on room 12 x 18 ft. or larger, $9.45 per square Price, based on room 20 x 40 ft. or larger, $9.25 per square 
“ “ “ “ 16x20 ft. “ “ 9.35 “ “ “ “ “ “ 24x60 ft. “ “ 9.20 “ “ 

“ “ “ “ 18x30 ft. “ “ 9.30 “ “ “ “ “ “ 26x80 ft. “ “ 9.15 “ “ 

Cornice mitres extra Furring strips extra 

This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 








WhEELIIJG CORKJGATldG Co. 


Metal CEiLidGSAdD Walls 
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Re-Pressed Bead Joints and Die-Cut Nail Holes 


Price, based on room 21 x 41 ft. or larger, 

“ “ “ “ 25x61 ft. “ 

“ “ “ “ 27x81 ft. “ “ 


$9.30 

9.25 

9.20 


per square 


CEILING DESIGN No. 8242 

Composed of Cornice 4221 page 252 

11 H in. deep, 9 in. projection 

Filler, 4552 page 246 

Border, 4509 page 229 

Field Panels, 4503 page 211 

Substitution of cornice may be made to suit conditions 


Price, based on room 13 x 19 ft. or larger, $9.50 per square 

“ “ “ “ 17x21 ft. “ “ 9.40 “ “ 

“ “ “ “ 19x31 ft. “ “ 9.35 “ “ 

Cornice mitres extra Furring strips extra 

This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 
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CEILING DESIGN No. 8254 


Re-Pressed Bead Joints and Die-Cut Nail Holes 


Composed of Cornice 4221 page 252 

113>i in. deep, 9 in. projection 

Filler, 4263 page 244 

Border, 4425 page 224 

Field Plates, 4211 page 213 


Substitution of cornice may be made to suit conditions 


Price, based on room 12 x 18 ft. or larger, $9.70 per square 

“ “ “ “ 16x20 ft. “ “ 9.60 “ 

“ “ “ “ 18x30 ft. “ “ 9.50 “ 

Cornice mitres extra 


Price, based on room 20 x 40 ft. or larger, $9.40 per square 

“ “ “ “ 24x60 ft. “ “ 9.35 “ 

“ “ “ “ 26x80 ft. “ “ 9.30 “ 

Furring strips extra 


This design may be applied direct to wood sheathing, but furring strips must be used ever plaster or joists 












WheeliiIg CorfugatiNg Co. 



Metal CeiliHgs aHd Walls 


itiNG DESIGN No. 8250 


Re-Pressed Bead Joints and Die-Gut Nail Holes 


1 posed of Cornice 4221 page 252 

IIH in. deep, 9 in. projection 


Filler, 4574 page 244 

Border Plates, 4361 page 224 

Mold, 4241 page 257 

Field Plates, 4211 page 213 


^titution of cornice may be made to suit conditions 


Price, based on room 17x21 ft. or larger, $9.50 per square Price, based on room 25x61 ft. or larger, $9.35 per square 
“ “ “ “ 19x31 ft. “ “ 9.45 “ “ “ “ “ “ 27x81 ft. “ “ 9.30 “ 

“ “ “ “ 21x41 ft. “ “ 9.40 “ 

Cornice mitres extra Furring strips extra 

This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 
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CEILING DESIGN No. 8255 


Re-Pressed Bead Joints and Die- Gut Nail Holes 


Composed of Cornice 4556 page 251 

12K in. deep, 12K in. projection 

Filler, ‘4263 page 244 

Border, 4200 page 229 

Field Plates, 4211 page 213 


Spbstitutipp of cprnjco ma^ bp m^dp tp suit conditjoni 


Price, based on room 13 x 19 ft. or larger, $9.70 per square Price, based on room 21 x 41 ft. or larger, $9.40 per square 
“ “ “ “ 17x21 ft. “ “ 9.60 “ “ “ “ “ 25x61 ft. “ “ 9.30 “ “ 

“ “ “ “ 19x31 ft. “ “ 9.50 “ “ “ “ “ “ 27x81 ft. “ “ 9.25 “ “ 

Cornice mitres extra Furring strips extra 

This design may be applied direct to wood sheathing, but furring strips must be used Qver plaster or joists . 
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IBILING DESIGN No. 8213 

[lomposed of Cornice 4221 page 252 

113^ in. deep, 9 in. projection 

Filler, 4263 page 244 

Border, 4425 page 224 

Field Plates, 4880 page 213 

ijibstittition of cornice may be made to spit conditions 


Price, based on room 12 x 18 ft. or larger, $9.70 per square 

“ “ “ “ 16x20 ft. “ “ 9.60 “ “ 

“ “ “ “ 18x30 ft. “ “ 9.50 “ “ 


Re-Pressed Bead Joints and Die-Cut Nail Holes 

Price, based on room 20 x 40 ft. or larger, $9.40 per square 

“ “ “ “ 24x60 ft. “ “ 9.35 “ “ 

“ “ “ “ 26x80 ft. “ “ 9.30 “ “ 


Cornice mitres extra Furring strips extra 

This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 














CEILING DESIGN No. 8110 Re-Pressed Bead Joints and Die-Cut Nail Holes 

Composed of Corvee 42M.^.^ Price, based on room 12 x 18 ft. or larger, $9.35 per square Price, based on room 20x40 ft. or larger, $8.95 per square 

Fiiler/4807'^: _ . . ^ .pW 245 “ “ “ “ 16 X 20 ft. “ “ 9.15 “ “ “ “ “ “ 24 X 60 ft. “ “ 8.85 “ 

»prde^4306 ??? “ “ “ “ 18 X 30 ft. “ “ 9.05 “ “ “ “ “ “ 26 X 80 ft. “ “ 8.80 “ 

Field Plates, 4680 page 214 

Substitution of cornice may be made to suit conditions Cornice mitres extra Furring strips extra 

This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 


Wheeling Corrugating Co. 
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Wheeling Corrugating Co. 


Metal CeiuNgs aNd Walls 


Re-Pressed Bead Joints and Die-Gut Nail Holes 


Price, based on room 17 x 21 ft. or larger, $9.35 per square 

“ “ “ 19x31 ft. “ “ 9.25 “ 

“ “ “ “ 21x41 ft. “ “ 9.15 “ 


Price, based on room 25x61 ft. or larger, $9.10 per square 
“ “ “ “ 27x81 ft. “ “ 9.05 “ 


Cornice mitres extra Furring strips extra 

This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 


CEILING DESIGN No. 8238 


Composed of Cornice 4292 page 254 

6X in. deep, in. projection 

Filler, 4574 page 244 

Bordet Plates, 4205 page 226 

Mold, 4241 page 257 

Field Plates, 4680 page 214 


Substitution of cornice may be made to suit conditions 








.1 
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Metal CEiutlGS aiJd Walls 


CEILING DESIGN No. 8258 


Re-Pressed Bead Joints and Die-Gut Nail Holes 


Composed of Cornice 4292 page 254 

6K in. deep, 6K in. projection 

Filler, 4574 page 244 

Border Plates, 4205 page 226 

Mold, 4241 page 257 

Field Plates, 4209 page 214 


Substitution of cornice may be made to suit conditions 


Price, based on room 17x21 ft. or larger, $9.35 per square Price, based on room 25x61 ft. or larger, $9.10 per 
“ “ “ “ 19x31 ft. “ “ 9.25 “ “ “ “ “ “ 27x81 ft. “ “ 9.05 “ 

“ “ ‘‘ “ 21x41 ft. “ “ 9.15 “ 

Cornice mitres extra Furring strips extra 

This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 
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CEILING DESIGN No. 8225 

Composed of Cornice 4292 page 254 

6K in. deep, 6K in* projection 

Filler, 4574 poge 244 

Border Plates, 4205 page 226 

Mold, 4241 page 257 

Field Plates, 4204 page 214 

Substitution of cornice may be made to suit conditions 


Re-Pressed Bead Joints and Die-Gut Nail Holes 


Price, based on room 17 x 21 ft. or larger, $9.35 per square Price, based on room 25 x 61 ft: or larger, $9.10 per 
“ “ “ “ 19 X 31 ft. “ “ 9.25 “ “ “ “ “ “ 27x81 ft. “ “ 9.05 “ 

“ “ “ “ 21x41 ft. “ “ 9.15 “ 

Cornice mitres extra Furring strips extra 

This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 
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CEILING DESIGN No. 8317 


Re-Pressed Bead Joints and Die-Cut Nail Holes 


Composed of Cornice 4292 ... .page ^ Price, based on room 16 X 20 ft. or larger, $9.15 per square Price, based on room 24 x 60 ft. or larger, $8.85 per square 

Filter; 4263 . . . .pagfi^^^ “ “ “ “ 20 X 28 ft. “ “ 9.05 “ “ “ “ “ “ 28 x 80 ft. “ “ 8.80 “ 

Border, 4306 page 225 “ “ “ “ 20 X 40 ft. “ “ 8.95 “ “ 

Field Plates, 4204 page 214 

Substitution of cornice may be made to suit conditions Cornice mitres extra Furring strips extra 

This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 
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IJILING DESIGN No. 8212 

jtnposed of Cornice 4349 page 250 

16 in. deep, 10 in. projection 

Filler, 4574 page 244 

Field Plates, 4210 page 215 

Finishing Mold, 4493... page 215 

^titution of cornice may be made to suit conditions 


Price, based on room 12 x 18 ft. or larger, $9.60 
“ “ “ “ 16x20 ft. “ “ 9.40 

“ “ “ “ 18x30 ft. “ “ 9.25 


Re-Pressed Bead Joints and Die-Gut Nail Holes 
per square 


Price, based on room 20x40 ft. or larger, $9.15 per square 

“ “ “ “ 24x60 ft. “ “ 9.00 “ “ 

“ “ “ “ 26x80 ft. “ “ 8.95 “ 


Cornice mitres extra Furring strips extra 

This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 
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CEILING DESIGN No. 8111 

Composed of Cornice 4222 page 252 

7 in. deep, 6X in. projection 

Filler, 4807 page 245 

Border, 4306 page 225 

Field Plates, 4267 page 214 

Substitution of cornice may be made to suit conditions 


Re-Pressed Bead Joints and Die-Cut Nail Holes 


Price, based on room 12 x 18 ft. or larger, $9.35 per square 

“ “ “ “ 16x20 ft. “ “ 9.15 “ 

“ “ “ “ 18x30 ft. “ “ 9.05 “ “ 


Price, based on room 20 x 40 ft. or larger, $8.95 per square 
“ “ “ “ 24x60 ft. “ “ 8.85 “ 

“ “ “ “ 26x80 ft. “ “ 8.80 “ “ 


Cornice mitres extra Furring strips extra 

This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 














CEILING DESIGN No. 8270 

Composed of Cornice 4292 page 254 

6K in. deep, in. projection 

Filler, 4263 page 244 

Border, 4316 page 227 

Field Plates, 4267 page 214 

Substitution of cornice may be made to suit conditions 


Price, based on room 12 x 18 ft. or larger, $9.35 

“ “ “ “ 16x20 ft. “ “ 9.15 

“ “ “ “ 18x30 ft. “ “ 9.05 


Re-Pressed Bead Joints and Die-Cut Nail Holes 
per square 


Price, based on room 20 x 40 ft. or larger, $8.95 

“ “ “ “ 24x60 ft. “ “ 8.85 

“ “ “ “ 26x80 ft. “ “ 8.80 


per square 


Cornice mitres extra Furring strips extra 

This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 


WHEELiriG Corrugating Co. 
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CEILING DESIGN No. 8232 

Composed of Cornice 4197 page 254 

5}4 in. deep, 5^ in. projection 

Filler, 4574 page 244 

Field ’Plates, 4267 page 214 

Substitution of cornice may be made to suit conditions 


Re-Pressed Bead Joints and Die-Cut Nail Holes 

Price, based on room 12 x 18 ft. or larger, $9.10 per square Price, based on room 20x40 ft. or larger, $8.90 

“ “ “ “ 16x20 ft. “ “ 9.00 “ “ “ “ “ 24x60 ft. “ “ 8 85 

“ “ “ “ 18x30 ft. “ “ 8.95 “ “ “ “ “ “ 26x80 ft. “ “ 8.80 

Cornice mitres extra 


je- 




per square 


Furring strips extra 

This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 
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CEILING DESIGN No. 8272 


Re-Pressed Bead Joints and Die-Gut Nail Holes 




Composed of Cornice 4354 page 254 

f in. deep, 4^ in. projection 

[ Filler, 4348 page 246 

' Border, 4447 page 226 

Field Plates, 4267 , page 214 


Substitution of cornice may be made to suit conditions 


Price, based on room 

(( (4 44 44 


12 X 18 ft. or larger, 
16x20 ft. “ 


$9.50 per square 
9.30 “ . “ 


‘ 18x30 ft. “ “ 9.20 “ 

Cornice mitres extra 


Price, based on room 20 x 40 ft. or larger, $9.10 per square 

“ “ “ “ 24x60 ft. “ “ 8.95 “ “ 

*4 44 44 44 26 X 80 ft. “ “ 8.90 “ 

Furring strips extra 


This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 
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CEILING DESIGN No. 8273 


Composed of Cornice 4292 page 254 

65< in. deep, in. projection 

Filler, ,4574 page 244 

Border Panels, 4431 .... page 203 

Border, 4343, 4347 page 226 

Field Plates, 4342 page 218 


Substitution of cornice may be made to suit conditions 


Price, based on room 16 x 20 ft. 

“ “ “ 18x30 ft. 

“ “ “ “ 20x40 ft. 


Re-Pressed Bead Joints and Die-Cut Nail Holes 
or larger, $9.15 per square 


$9.15 

9.00 

8.80 


Price, based on room 24 x 60 ft. or larger, 
“ “ “ “ 26x80 ft. “ “ 


$8.70 

8.65 


per square 


Cornice mitres extra Furring strips extra 

This design can not be applied without the use of furring strips 
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CEILING DESIGN No. 8210 


Re-Pressed Bead Joints and Die-Gut Nail Holes 
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Composed of Cornice 4354 page 254 

4H in. deep, 4^ in. projection 

Filler, 4348 page 246 

Border, 4343, 4347 page 226 

Field Plates, 4342 page 218 

Center, 4386 page 242 


Substitution of cornice may be made to suit conditions 


Price, based on room 12 x 18 ft. or larger, 

“ “ “ “ 16x20 ft. “ “ 

“ “ “ “ 18x30 ft. “ “ 


$9.25 per square Price, based on room 
9 05 ** 

8 85 ** 


20 X 40 ft. or larger, $8.75 per square 
24x60 ft. “ “ 8.60 “ 

26x80 ft. “ “ 8.55 “ 


Cornice mitres extra 


Furring strips extra 


This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 
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CEILING DESIGN No. 8276 

Composed of Cornice 4354 page 254 

4H in* deep, 4}4 in. projection 

Filler, .4348 page 246 

Border, 4447 page 226 

Field Plates, 4342 page 218 

Center, 4355 page 240 

Substitution of cornice may be made to suit conditions 


Re-Pressed Bead Joints and Die-Gut Nail Holes 

Price, based on room 12 x 18 ft. or larger, $9.25 per square Price, based on room 20 x 40 ft. or larger, $8.75 per square 

“ “ “ “ 16x20 ft. “ “ 9.05 “ “ “ “ “ “ 24x60 ft. “ “ 8.60 “ “ 

“ “ “ “ 18x30 ft. “ “ 8.85 “ “ “ “ “ “ 26x80 ft. “ “ 8.55 “ 

Cornice mitres extra Furring strips extra 

This design, may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 
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CEILING DESIGN No. 8209 

Ck>mposed of Cornice 4354 page 254 

‘ i/y ' in. deep, 4H in. projection 

? 7/ Filler, 4348 page 246 

f ' Border, 4447 page 226 

^ Field Plates, 4342 page 218 

Spbstitytion of cornice may be made to suit conditions 


Re-Pressed Bead Joints and Die-Gut Nail Holes 


Price, based on room 12 x 18 ft. or larger, $9.25 per square 

“ “ “ “ 16x20 ft. “ “ 9.05 “ 

“ “ “ “ 18x30 ft. “ “ 8.85 “ “ 


Price, based on room 20 x 40 ft. or larger, $8.75 per square 

“ “ “ “ 24x60 ft. “ “ 8.60 “ “ 

“ “ “ “ 26 X 80 ft. “ “ 8.55 “ 


Cornice mitres extra Furring strips extra 

This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 
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CEILING DESIGN No. 8248 


Re- Pressed Bead Joints and Die-Cut Nail Holes 


Composed of Cornice 4619. . page 252 

7 in. deep, 8 in. projection 

Filler, 4263 . page 244 

Outer Border, 4607, 4613, 

4614 page 223 

Inner Border, 4604 page 217 

Corner, 4605, 4606 page 217 

Field Plates, 4602 page 217 

Center, 4601 page 216 


Substitution of cornice vA^y be made to suit conditions 


Price, based on room 16 x 20 ft. or larger, $9.40 per square 

“ “ “ “ 18x30 ft. “ “ 9.25 “ 

“ “ “ “ 20x40 ft. “ “ 9.10 “ “ 


Price, based on room 24x60 ft. or larger, $9.00 per square 
“ “ “ “ 26x80 ft. “ “ 8.95 “ 


Cornice mitres extra 


Furring strips extra 


This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joist$ 


iidUitiiiiiiHM 
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CEILING DESIGN No. 8247 

Clomposed of Cornice 4619 pa^e 252 

7 in. deep, 8 in. projection 

Filler, 4263 page 244 

Outer Border, 4607, 4613, 

4614 page 223 

Inner Border, 4604 page 217 

Corner, 4605, 4606 page 217 

Field Plates, 4602 page 217 

Substitution pf cprnicp njay bp n^adp tp suit cpnditipnf 


Re-Pressed Bead Joints and Die-Cut Nail Holes 


rice, based on room 16 x 20 ft. or larger, $9.40 per square 

*• “ “ “ 18 X 30 ft. “ “ 9.25 

“ “ “ 20x40 ft. “ “ 9.10 “ “ 


Price, based on room 24 x 60 ft. or larger, $9.00 per square 
“ 26x 80 ft. “ “ 8.95 “ 


Cornice mitres extra Furring strips extra 

This design may be applied direct to wppd ?heathing, but furring strips must be used pver plaster or joists 






CEILING DESIGN No. 8249 


Re-Pressed Bead Joints and Die-Gut Nail Holes 
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Composed of Cornice 4299 pa^e 254 

514 in. deep, 4M in. projection 

FUler, 4500 pa^e 245 

Outer Border, 4607, 4613, 

4614 page 223 

Inner Border, 4604 page 217 

Corner, 4603 page 217 

Substitution of cornice may be made to suit conditions 


Price, based on room 12 x 18 ft. or larger, $9.55 per square Price, based on room 20 x 40 ft. or larger, $9.10 per square 

“ “ “ “ 16x20 ft. “ “ 9.35 “ “ “ “ “ “ 24x60 ft. “ 9.00 “ “ 

“ “ “ “ 18x30 ft. “ “ 9.20 “ “ “ “ “ “ 26x80 ft. “ “ 8.95 “ 

Cornice mitres extra Furring strips extra 

This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 
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CEILING DESIGN No. 8256 


Re-Pressed Bead Joints and Die-Cut Nail Holes 





Composed of Cornice 4619 pafte 252 

7 in. deep, 8 in. projection 

Filler, 4552 paile 246 

Outer Border, 4607, 4613, 

4614 page 223 

Inner Border, 4604 page 217 

Corner, 4608 page 217 


Substitution of cornice may be made to suit conditions 


Price, based on room 12 x 18 
“ “ “ “ 16x20 

“ “ “ “ 18x30 


ft. or larger, $9.55 per square 

ft. “ “ 9.35 “ 

ft. “ “ 9.20 “ “ 


Price, based on room 20 x 40 
“ “ “ “ 24x60 

“ “ “ “ 26x80 


ft. or larger, $9.10 per square 
ft. “ “ 9.00 “ “ 

ft. “ 8.95 “ “ 


Cornice mitres extra Furring strips extra 

This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 
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CEILING DESIGN No. 8262 


Re-Pressed Bead Joints and Die-Cut Nail Holes 


Composed of Cornice 4619 page 252 

7 in. deep, 8 in. projection 

Filler, *4263 page 244 

Outer Border, 4604 page 217 

Inner Border, 4607, 4613, 

4614 page 223 

Corner, 4605, 4606 page 217 


Field Plates, 4602, 4604. .page 217 
Substitution of cornice may be made to suit conditions 


Price, based on room 16 x 20 ft. or larger, $9.30 per square Price, based on room 24 x 60 ft. or larger, $9.05 per square 

“ “ “ “ 18x30 ft. “ “ 9.20 “ “ “ “ “ “ 26x80 ft. “ “ 9.00 “ “ 

“ “ “ “ 20x40 ft. “ “ 9.10 “ “ 

Cornice mitres extra Furring strips extra 


This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 
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CEILING DESIGN No. 8316 

Composed of Cornice 4619 page 252 

7 in. deep, 8 in. projection 

Filler, 4552 page 246 

Border, 4604 page 217 

Corner, 4603 page 217 

Field Plates, 4602 page 217 

Substitution of cornice may be made to suit conditions 


Price, based on room 12 x 18 ft. or larger, $9.30 per square 

“ “ “ “ 16x20 ft. “ “ 9.15 “ “ 

“ “ “ “ 18x30 ft. “ “ 9.05 “ 


Re-Pressed Bead Joints and Die-Cut Nail Holes 

Price, based on room 20 x 40 ft. or larger, $8.95 per square 

“ “ “ “ 24x60 ft. “ “ 8.90 “ “ 

“ “ “ “ 26x80 ft. “ “ 8.85 “ “ 


Cornice mitres extra Furring strips extra 

This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 


Wheeling Corrugating Co. 
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CEILING DESIGN No. 8246 


Composed of Cornice 4619 page 252 

7 in. deep. 8 in. projection 

Filler, 4552 page 246 

Border, 4604 page 217 

Corner, 4608 page 217 

Field Plates, 4602 page 217 


Substitution of cornice may be made to suit conditions 


Re-Pressed Bead Joints and Die-Gut Nail Holes 

Price, based on room 12 x 18 ft. or larger, $9.30 per square Price, based on room 20 x 40 ft. or larger, $8.95 per square 

“ “ “ 16x20 ft. “ “ 9.15 “ “ “ “ “ “ 24x60 ft. “ “ 8.90 “ “ 

“ “ “ “ 18x30 ft. “ “ 9.05 “ “ “ “ “ “ 26x80 ft. “ “ 8.85 “ “ 

Cornice mitres extrd^ Furring strips extra 

This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 
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CEILING DESIGN No. 8308 


Re-Pressed Bead Joints and Die-Cut Nail Holes 


Ck>mpo8ed of Cornice 4292 page 254 

6^4 in. deep, 6K in. projection 

Filler, 4263 page 244 

Border, 4509 page 229 

Field Plates, 4206 page 218 

Substitution of cornice may be made to suit conditions 


Price, based on room 13 x 19 ft. or larger, $9.30 per square Price, based on room 21 x 41 ft. or larger, $9.00 per square 

“ “ “ “ 17x21 ft. “ “ 9.15 “ “ “ “ “ “ 25x61 ft. “ “ 8.90 “ 

“ “ “ “ 19x31 ft. “ “ 9.05 “ “ “ “ “ “ 27x81 ft. “ “ 8.85 “ 

Cornice mitres extra Furring strips extra 

This desigi^ may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 
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Price, based on room 12 x 18 ft. or larger, $9.35 per square 

“ “ “ “ 16x20 ft. “ “ 9.15 “ “ 

“ “ “ “ 18x30 ft. “ “ 9.05 “ 


Re-Pressed Bead Joints and Die-Cut Nail Holes 

Price, based on room 20 x 40 ft. or larger, $8.95 per square 

“ “ “ “ 24x60 ft. “ “ 8.85 “ “ 

'* “ “ “ 26x80 ft. “ “ 8.80 “ “ 


Cornice mitres extra Furring 'Strips extra 

This design may be applied direct to wood shea^^Mng, bvr fvrring strips must be used^'aver plaster or joists 


CEILING DESIGN No. 8105 


Composed of Cornice 4761 page 253 

SH in. deep, 5H in. projection 

Filler, 4807 page 245 

Border, 4306 page 225 

Field Plates, 4206 page 218 


Substitution of cornice may be made to suit conditions 
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CEILING DESIGN No. 8233 


Composed of Cornice 4292 page 254 

634 in. deep, 634 in. projection 

Filler, 4574 page 244 

Border Plates, 4205 page 226 

Field Plates, 4206 page 218 


i Substitution of cornice may be made to suit conditions 


Re-Pressed Bead Joints and Die-Gut Nail Holes 


Price, based on room 12 x 18 ft. or larger, $9.35 per square 

“ “ “ “ 16x20 ft. “ “ 9.15 “ “ 

“ “ “ “ 18x 30 ft. “ “ 9.05 “ “ 


Price, based on room 20 x 40 ft. or larger, $8.95 per square 

“ “ “ “ 24x60 ft. “ “ 8.85 “ “ 

“ “ “ “ 26x80 ft. “ “ 8.80 “ “ 


Cornice mitres extra Furring strips extra 

This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 








CEILING DESIGN No. 8253 

Composed of Cornice 4301. page 255 

4 in. deep, 3K in. projection 

Filler, 4263 page 244 

Border, 4316 page 227 

Field Plates, 4206 page 218 

Substitution of cornice may be made to suit conditions 


Ig Corrugating Co. 


Metal CeiuNgs aNd Walls 




Re-Pressed Bead Joints and Die-Gut Nail Holes 


Price, based on room 12 x 18 ft. or larger, $9.35 per square 

“ “ “ “ 16x20 ft. “ “ 9.15 “ 

“ “ “ “ 18x30 ft. “ “ 9.05 “ “ 


Price, based on room 20 x 40 ft. or larger, $8.95 per square 

“ “ “ “ 24x60 ft. “ “ 8.85 “ 

“ “ “ “ 26x80 ft. “ “ 8.80 “ 


Cornice mitres extra Furring strips extra 

This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 
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CEILING DESIGN No. 8311 




Composed of Cornice 4292 page 254 

6K in. deep, 6K in. projection 

Filler, 4263 page 244 

Border, 4509 page 229 

Field Plates, 4207 page 218 

Substitution of cornice may be made to suit conditions 


Re-Pressed Bead Joints and Die-Cut Nail Holes 

Price, based on room 13 x 19 ft. or larger, $9.30 per square Price, based on room 21 x 41 ft. or larger, $9.00 per square 

“ “ “ “ 17x21 ft. “ “ 9.15 “ “ “ “ “ 25x61 ft. “ “ 8.90 “ 

“ “ “ “ 19x31 ft. “ “ 9.05 “ “ “ “ “ “ 27x81 ft. “ “ 8.85 “ “ 

Cornice mitres extra Furring strips extra 

This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 
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CEILING DESIGN No. 8103 Re-Pressed Bead Joints and Die-Gut Nail Holes 

Composed of Coriiice 4761 page 253 

8 ^ in. deep, 5 ^ in. projection Price, based on room 12 X 18 ft. or larger, $9.35 per square Price, based on room 20 x 40 ft. or larger, $8.95 per square 

Filler, 4807 page 245 “ “ “ “ 16 X 20 ft. “ “ 9.15 “ “ “ “ “ “ 24 X 60 ft. “ “ 8.85 “ “ 

Border, 4306... page 225 “ “ “ “ IS y '^0 ft “ “ 0 “ “ “ “ “ “ ca ft - “ «« q qa a n 

Field Plates. 4207 page 218 10 X dU It. V.U5 26 X 80 ft. 8.80 

Substitution of cornice may be made to suit conditions Cornice mitres extra Furring strips extra 

This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 
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LING DESIGN No. 8274 

( niposed of Cornice 4292 page 254 

6X in. deep, in. projection 

FUler, 4574 page 244 

Border Plates, 4205 page 226 

Field Plates, 4207 page 218 

iigwtitution of cornice may be made to suit conditions 


Re-Pressed Bead Joints and Die-Gut Nail Holes 

Price, based on room 20 x 40 ft. or larger, 

“ “ “ 24x 60 ft. “ “ 

“ “ “ “ 26 X 80 ft. “ “ 


$8.95 per square 
8.85 “ 

8.80 “ 


I 


Price, based on room 12 x 18 ft. or larger, $9.35 per square 

“ “ “ “ 16x20 ft. “ “ 9.15 “ “ 

“ “ “ “ 18x30 ft. “ “ 9.05 “ “ 

Cornice mitres extra Furring strips extra 

This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 
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CEILING DESIGN No. 8265 

Composed of Cornice 4292 page 254 

65< in. deep, 6>^ in. projection 

Filler, 4263 page 244 

Border,' 4316 page 227 

Field Plates, 4207 page 218 

Substitution of cornice may be made to suit conditions 


Re-Pressed Bead Joints and Die-.Cut Nail Holes 

Price, based on room 12 x 18 ft. or larger, $9.35 per square Price, based on room 20 x 40 ft. or larger, $8.95 per square 

10 X ^0 it. V.15 ** 24 X 60 fr ** ** 8^% ** ** 

“ “ “ “ 18x30 ft. “ “ 9.05 “ “ “ » << » 26x80 ft! “ 8.80 » 

Cornice mitres extra Furring strips extra 

This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 
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Composed of Cornice 4299 page 254 

5H in* deep, 4>^ in. projection 

Filler, 4263 page 244 

Border, 4509 page 229 

Field Plates, 4496 page 218 

Substitution of cornice may be made to suit conditions 


Price, based on room 13 x 19 ft. or larger, $9.30 per square 

“ “ “ “ 17x21 ft. “ “ 9.15 “ 

“ “ “ “ 19x31 ft. “ “ 9.05 “ “ 

Cornice mitres extra 


Price, based on room 21 x 41 ft. or larger, $9.00 per square 

“ “ “ “ 25x61 ft. “ “ 8.90 “ 

“ “ “ “ 27x81 ft. “ “ 8.85 “ 

Furring strips extra 


This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 
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CEILING DESIGN No. 8228 


Re-Pressed Bead Joints and Die-Cut Nail Holes 


Composed of Cornice 4299 page 254 

5H in. deep, 4K in. projection 

Filler, 4263 page 244 

Border, 4316 page 227 

Field Plates, 4496 page 218 

Spbstitptjpn p£ cprnicp may bp madp to spit conditions 


Price, based on room 12 x 18 ft. or larger, $9.35 per square 

“ “ “ “ 16x20 ft. “ “ 9.15 “ “ ^ 

“ “ “ 18 X 30 ft. “ “ 9.05 “ “ 

Cornice mitres extra 

This design may be applied direct to wood sheathing. 


Price, based on room 20 x 40 ft. or larger, $8.95 per square 

“ “ “ “ 24x60 ft. “ “ 8.85 “ “ 

“ “ “ “ 26x80 ft. “ “ 8.80 “ “ 

Furring strips extra 

but furring strips must be used over plaster or joists 
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CEILING DESIGN No. 8108 


Re-Pressed Bead Joints and Die-Gut Nail Holes 
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Composed of Cornice 4197 page 254 

5^ in. deep, 5 }^ in. projecrtion 

Filler, 4807 page 245 

Border, 4306 page 225 

Field Plates, 4496 page 218 


Substitution of cornice may be made to suit conditions 


Price, based on room 12 x 18 ft. or larger, $9.35 per square 

“ “ “ “ 16x20 ft. “ 9.15 “ “ 

“ “ “ “ 18x30 ft. “ “ 9.05 “ “ 

Cornice mitres extra 


Price, based on room 20 x 40 ft. or larger, $8.95 per square 

“ “ “ “ 24x60 ft. “ “ 8.85 “ “ 

“ “ “ “ 26 X 80 ft. “ “ 8.80 “ “ 


Furring strips extra 


This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 
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CEILING DESIGN No. 8315 


Re-Pressed Bead Joints and Die-Gut Nail Holes 


Ck>mpo8ed of Cornice 4197 page 254 

5H In. deep, 5}i in, projection. 

Filler, 4263 page 244 

Border, 4509 page 229 

Field Plates, 4268 page 219 

Substitution of cornice may be made to suit conditions 


Price, based on room 13 x 19 ft. or larger, $9.10 per square 

“ “ “ “ 17x21 ft. “ “ 8.95 “ 

“ “ “ 19x31 ft. “ “ 8.80 “ 


Cornice mitres extra 


Price, based on room 21 x 41 ft. or larger, $8.65 per square 

“ “ “ “ 25x61 ft. “ “ 8.55 “ “ 

“ “ “ “ 27x81 ft. “ “ 8.45 “ 


Furring strips extra 


This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 





EILING DESIGN No. 8114 

»mposed of Cornice 4197 pajie 254 

deep, in. projection 

Filler, 4263 page 244 

Border, 4306 page 225 

Field Plates, 4268 page 219 

ibstitution of cornice may be made to suit conditions 


Re-Pressed Bead Joints and Die-Cut Nail Holes 


Price, based on room 12 x 18 ft. or larger, $9.20 per square 

“ “ “ “ 16x20 ft. “ “ 9.00 “ “ 

“ “ “ “ 18x30 ft. “ “ 8.85 “ 


Cornice mitres extra Furring strips extra 

This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 


Price, based on room 20 x 40 ft. or larger, $8.70 per square 

“ “ “ “ 24x60 ft. “ “ 8.55 “ “ 

“ “ “ “ 26x80 ft. “ “ 8.50 “ “ 
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CEILING DESIGN No. 8366 


Re-Pressed Bead Joints and Die-Gut Nail Holes 


Composed of Cornice 4815 page 252 

S}i in. deep* 6% in. projection 

Filler* 4574 page 244 

Border. 4135 page 228 

Field Plates, 4268 page 219 

Substitution of comice may be made to suit conditions 


Price, based on room 12x18 ft. or larger, $9.10 per square Price, based on room 20x40 ft. or larger, $8.65 per square 

“ “ “ “ 16x20 ft. “ “ 8.90 “ “ “ “ “ “ 24x60 ft. “ “ 8.50 “ “ 

“ “ “ “ 18x30 ft. “ “ 8.75 “ “ “ “ “ “ 26x80 ft. “ “ 8.45 “ “ 

Cornice mitres extra Furring strips extra 

This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 
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CEILING DESIGN No. 7040 

Composed of Cornice 4411 page 251 

13 in. deep, in. projection 

Filler, 4263 page 244 

Border, 4404 page 225 

Field Plates, 4581 page 218 

Substitution of cornice may be made to suit conditions 


Re-Pressed Bead Joints and Die-Cut Nail Holes 


Price, based on room 12 x 18 ft. or larger, $9.50 per square 

44 44 44 44 15x20 ft. “ “ 9.30 “ 

44 44 44 44 18 x 30 ft. “ 9.20 “ 


Price, based on room 20x40 ft. or larger, $9.10 per square 

“ “ “ “ 24x60 ft. “ “ 8.95 “ “ 

“ “ “ “ 26x80 ft. “ “ 8.90 “ “ 


Cornice mitres, extra Furring strips extra 

This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 
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CEILING DESIGN No. 8101 

Composed of Cornice 4197 page 254 

Syi in. deep, 5X in. projection 

Filler, 4807 page 245 

Border, 4306 page 225 

Field Plates, 4184 page 219 

Substitution of comice may be made to suit conditions 


Re-Pressed Bead Joints and Die-Gut Nail Holes 


Price, based on room 12 x 18 ft. or larger, $9.20 per square 

“ “ “ “ 16x20 ft. “ “ 9.00 “ “ 

“ “ “ “ 18x30 ft. “ “ 8.85 “ 


Price, based on room 20 x 4(1 ft. or larger, $8.70 per square 

“ “ “ “ 24x60 ft. “ “ 8.55 “ “ 

“ “ “ “ 26x80 ft. “ “ 8.50 “ “ 


Cornice mitres extra Furring strips extra 

This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 
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CEILING DESIGN No. 8360 


Re-Pressed Bead Joints and Die-Gut Nail Holes 


Composed of Cornice 4197 pa&e 254 

5H in. deep, 5X in. projection 

Filler, 4574 page 244 

Border, 4135 page 228 

Field Plates, 4184 page 219 

Substitution of comice may be made to suit conditions 


Price, based on room 12 x 18 ft. or larger, $9.10 per square 

“ “ “ “ 16x20 ft. “ “ 8.90 “ 

“ “ “ “ 18x30 ft. “ “ 8.75 “ “ 


Cornice mitres extra 


Price, based on room 20 x 40 ft. or larger, $8.65 per square 

“ “ “ “ 24x60 ft. “ “ 8.50 “ “ 

“ “ “ “ 26x80 ft. “ “ 8.45 “ “ 

Furring strips extra 


This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 
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Re-Pressed Bead Joints and Die-Cut Nail Holes 


Price, based on room 12 x 18 ft. or larger, $9.20 per square 

“ “ “ “ 16x20 ft. “ “ 9.00 “ “ 

“ “ “ “ 18x30 ft. “ “ 8.85 “ “ 

Cornice mitres extra 


Price, based on room 20 x 40 ft. or larger, $8.70 per square 

“ “ “ “ 24 X 60 ft. “ “ 8.55 “ 

“ “ “ “ 26 X 80 ft. “ “ 8.50 “ “ 

Furring strips extra 


This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 


CEILING DESIGN No. 8102 

Composed of Cornice 4197 page 254 

5^ in. deep, 5X in. projection 

Filler, 4807 page 245 

Border, 4306 page 225 

Field Plates, 4802 page 219 

Substitution of comice may be made to suit conditions 
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CEILING DESIGN No. 8318 

Composed of Cornice 4222 page 252 

7 in. deep, in. projection 

Filler, 4500 page 245 

Border, 4509 page 229 

Field Plates, 4802 page 219 

Substitution of cornice may be made to suit conditions 


Re-Pressed Bead Joints and Die-Cut Nail Holes 

Price, based on room 13 x 19 ft. or larger, $9.10 per square Price, based on room 21 x 41 ft. or larger, $8.65 per square 

“ 17x21 ft. “ ‘‘ 8.95 “ “ “ “ “ “ 25x61 ft. “ “ 8.55 “ 

“ “ “ “ 19x31 ft. “ “ 8.80 “ “ “ “ “ “ 27x81 ft. “ “ 8.45 “ “ 

Cornice mitres extra Furring strips extra 

This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 
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CEILING DESIGN No. 8362 

Composed of Cornice 4720 page 254 

5H in. deep, 4^4 in. projection 

Filler, .4574 page 244 

Border, 4135 page 228 

Field Plates, 4802 page 219 

Substitution of cornice may be made to suit conditions 


Re-Pressed Bead Joints and Die-Cut Nail Holes 

Price, based on room 12x18 ft. or larger, $9.10 per square Price, based on room 20x40 ft. or larger, $8.65 per square 

“ “ “ “ 16x20 ft. “ “ 8.90 “ “ “ “ “ “ 24x60 ft. “ ‘‘ 8 50 “ “ 

“ “ “ “ 18x30 ft. “ “ 8,75 “ “ “ “ “ “ 26x80 ft. “ “ 8!45 “ 

Cornice mitres extra Furring strips extra 

This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 
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CEILING DESIGN No. 8106 

Composed of Comice 4197 page 254 

5H in* deep, 5X in. projection 

Filler, 4807 page 245 

Border, 4306 page 225 

Field Plates, 4254 page 219 

Substitution of cornice may be made to suit conditions 


Re-Pressed Bead Joints and Die-Gut Nail Holes 
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Price, based on room 12 x 18 ft. or larger, $9.20 per square 

“ “ “ “ 16x20 ft. “ “ 9.00 “ “ 

“ “ “ “ 18x30 ft. “ “ 8.85 “ “ 


Price, based on room 20 x 40 ft. or larger, $8.70 per square 

“ “ “ “ 24x60 ft. “ “ 8.55 “ “ 

“ “ “ “ 26x80 ft. “ “ 8.50 “ “ 


Cornice mitres extra Furring strips extra 

This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 
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CEILING DESIGN No. 8313 

Composed of Cornice 4197 pafte 254 

5H in- deep, 5X in. projection 

Filler, 4807 page 245 

Border, 4509 . . . page 229 

Field Plates, 4254 page 219 

Substitution of cornice may be made to suit conditions 


Re-Pressed Bead Joints and Die-Cut Nail Holes 


Price, based on room 13 x 19 ft. or larger, $9.10 per square 

“ “ “ “ 17x21 ft. “ “ 8.95 “ 

“ “ “ “ 19x31 ft. “ “ 8.80 “ “ 


Price, based on room 21 x 41 ft. or larger, $8.65 per square 

“ “ “ “ 25x61 ft. “ “ 8.55 “ 

“ “ “ “ 27x81 ft. “ “ 8.45 “ 


Cornice mitres extra Furring strips extra 

This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 




Wheeling CorrugatiiIg Co 



Metal CeiliiIgs aKd Walls 

H — 


161 



ILING DESIGN No. 8361 

nposed of Cornice 4266 pagte 254 

65^ in. deep, 4K in. projection 

Filler, 4574 page 244 

Border, 4135 page 228 

Field Plates, 4254 page 219 

wtitution of comice may be made to suit conditions 


Price, based on room 12 x 18 ft. or larger, $9.10 per square 

“ “ “ “ 16x20 ft. “ “ 8.90 “ “ 

“ “ “ “ 18x30 ft. “ “ 8.75 “ 


Re-Pressed Bead Joints and Die-Cut Nail Holes 

Price, based on room 20 x 40 ft. or larger, $8.65 per square 

“ “ “ “ 24x60 ft. “ “ 8.50 “ “ 

“ “ “ “ 26x80 ft. “ “ 8.45 “ 


Cornice mitres extra Furring strips extra 

This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 
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CEILING DESIGN No. 8113 


Re-Pressed Bead Joints and Die-Cut Nail Holes 



Ck>mp 08 ed of Cornice 4197 page 254 

5}i in. deep, 5^ in. projections 

Filler, 4807 page 245 

Border, 4306 page 225 

Field Plates, 4162 page 219 

Substitution of cornice may be made to suit conditions 


Price, based on room 12 x 18 ft. or larger, $9.20 per square 

“ “ “ “ 16x20 ft. “ “ 9.00 “ “ 

“ “ “ “ 18x30 ft. “ “ 8.85 “ 


Cornice mitres extra 


Price, based on room 20 x 40 ft. or larger, $8.70 per square 

“ “ “ “ 24x60 ft. “ “ 8.55 “ 

“ “ “ “ 26x80 ft. “ “ 8.50 “ 

Furring strips extra 


This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 
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CEILING DESIGN No. 8314 


Re-Pressed Bead Joints and Die-Gut Nail Holes 


Composed of Cornice 4197 pa^e 254 

5H in. deep, 5X in. projection 

Filler, 4807 page 245 

Border, 4509 pa(;te 229 

Field Plates, 4162 pa^e 219 


Substitution of cornice may be made to spit conditions 


Price, based on room 13 x 19 ft. or larger, $9.10 per square Price, based on room 21x41 ft. or larger, $8.65 per square 

“ “ “ “ 17x21 ft. “ “ 8.95 “ “ “ “ “ “ 25x61 ft. “ “ 8.55 “ 

it it it it 19x31 ft. “ “ 8.80 “ “ “ “ “ “ 27x81 ft. “ “ 8.45 “ “ 

Cornice mitres extra Furring strips extra 

This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 
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CEILING DESIGN No. 8363 


Re-Pressed Bead Joints and Die-Gut NailJHoles 



Composed of Cornice 4470 page 253 

7K in. deep, 3M in. projection 

Fillei», 4577 page 244 

Border, 4135 page 228 

Field Plates, 4162 page 219 


Price, based on room 12 x 18 ft. 

“ “ “ “ 16x20 ft. 

“ “ “ “ 18x30 ft. 


or larger, $9.10 per square 

*4 44 3 90 44 44 

44 4 4 3 75 44 44 


Price, based on room 20 x 40 
“ “ “ “ 24x60 

“ “ “ “ 26x80 


ft. or larger, $8.65 per square 
ft. “ “ 8.50 “ “ 

ft. “ “ 8.45 “ 


Substitution of cornice may be made to suit conditions 


Cornice mitres extra 


Furring strips extra 


This design may be applied direct to wood_shea thing, but furring strips must be used over plaster or joists 
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ILING DESIGN No. 8112 


of Cornice 4222 page 252 

7 in. deep, 6X in. projection 

Filler, 4807 page 245 

Border, 4306 page 225 

Field Plates, 4146 page 220 


titution of cornice may be made to suit conditions 


Re-Pressed Bead Joints and Die-Cut Nail Holes 


Price, based on room 12 x 18 ft. or larger, $9.20 per square 

“ “ “ “ 16x20 ft. “ “ 9.00 “ 

“ “ “ “ 18x30 ft. “ ‘‘ 8.85 “ 


Price, based on room 20 x 40 ft. or larger, $8.70 per square 

“ “ “ “ 24x60 ft. “ “ 8.55 “ 

“ “ “ “ 26x80 ft. “ “ 8.50 “ 


Cornice mitres extra Furring strips extra 

This design^^may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 
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CEILING DESIGN No. 8364 


Re-Pressed Bead Joints and Die-Cut Nail Holes 


Composed of Cornice, 4197 page 254 

5H in* deep, 5X in. projection 

Filler, 4577 page 244 

£k>rder, 4135 page 228 

Field Plates, 4146 page 220 

Substitution of cornice may be made to suit conditions 


based on room 12 x 18 ft. or larger, $9.10 per square 

“ “ “ 16x20 ft. “ “ 8.90 “ “ 

“ “ “ 18x30 ft. “ “ 8.75 “ 

Cornice mitres extra 


Price, based on room 20x40 ft. or larger, $8.65 per square 

“ “ “ “ 24x60 ft. “ “ 8.50 “ 

“ “ “ “ 26x80 ft. “ “ 8.45 “ 

Furring strips extra 


This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 
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LING DESIGN No. 8365 

posed of Cornice 4470 page 253 

74< in. deep, 3K in- projection 

Filler, 4574 page 244 

Border, 4135 page 228 

Field Plates, 4142 page 220 

ititution of cornice may be made to suit conditions 


Price, based on room 12 x 18 ft. or larger, $9.10 per square 

“ “ “ “ 16x20 ft. “ “ 8.90 t‘ 

“ “ “ “ 18x30 ft. “ “ 8.75 “ 


Re-Pressed Bead Joints and Die-Cut Nail Holes 

Price, based on room 20x40 ft. or larger, $8.65 per square 

“ “ “ “ 24x60 ft. “ “ 8.50 “ 

“ “ “ “ 26x80 ft. “ “ 8.45 “ 


Cornice mitres extra ' Furring strips extra 

This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 
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CEILING DESIGN No. 8350 Price, based on room 12 x 18 ft. or larger, $8.35 per square Price, based on room 20 x 40 ft. or larger, $8.00 per square 

Composed of Cornice 4190 page 255 “ “ “ “ 16x20 ft. “ “ 8.20 “ “ “ “ “ “ 24x60 ft. “ “ 7 90 “ “ 

Ornamtntkf Bia^ded " “ " " 18 X 30 ft. “ “ 8.10“ “ “ “ “ “ 26 X 80 ft. “ “ 7;85“ 

Sheets, 4674 page 220 Comice mitres extra Furring strips extra 

Substitution of cornice may be made to suit conditions 

This design may be applied direct to wood sheathing or joists, but the use of furring strips over joists is recommended, as 

better results will be obtained 
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felLING DESIGN No. 8351 

Imposed of Ck>riilce 4836 page 255 

4 in, deep, 4^ in. projection 
Ornamental Beaded 

Sheets, 4669 page 220 

^bstitution of cornice may be made to suit conditions 

I 


w 

Price, based on room 12 x 18 ft. or larger, $8.35 per square Price, based on room 20 x 40 ft. or larger, $8.00 per square ^ 

1‘ “ “ “ 16x20 ft. “ “ 8.20 “ “ “ “ “ “ 24x60 ft. “ ‘‘ 7.90 “ “ 

“ “ “ “ 18x30 ft. “ “ 8.10 “ “ “ “ “ “ 26x80 ft. “ “ 7.85 “ “ 

Cornice mitres extra Furring strips extra 

This design may be applied direct to wood sheathing or joists, but the use of furring strips over joists is recommended, as 

better results will be obtained 
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CEILING DESIGN No. 8263 

Composed of Cornice 4190 page 255 

4 in. deep, 3 in. projection 
Ornamental Beaded 

Sheets, 4673 page 220 

Substitution of cornice may be made to suit conditions 


Price, based on room 12 x 18 ft. or larger, $8.35 per square Price, based on room 20 x 40 ft. or larger, $8.00 per square 

“ “ “ “ 16x20 ft. “ “ 8.20 “ “ “ “ “ “ 24x60 ft. “ “ 7.90 “ “ 

“ “ “ “ 18x30 ft. “ “ 8.10 “ “ “ “ “ “ 26x80 ft. “ “ 7.85 “ “ 

Cornice mitres extra Furring strips extra 

This design may be applied direct to wood sheathing or joists, but the use of furring strips over joists is recommended, as 

better results will be obtained 









CEILING DESIGN No. 8261 

Composed of Cornice 4293 page 255 

3K in. deep, 2M in. projection 
Ornamental Beaded 

Sheets, 4670 page 220 

Substitution of cornice may be made to suit conditions 


Price, based on room 12 x 18 ft. or larger, $8.15 per square 

“ “ “ “ 16x20 ft. “ “ 8.00 “ “ 

“ “ “ “ 18 X 30 ft. “ “ 7.90 “ “ 


Price, based on room 20 x 40 ft. or larger, $7.80 per square 

“ “ “ “ 24x60 ft. “ “ 7.70 “ “ 

“ “ “ “ 26x80 ft. “ “ 7.60 “ 


Cornice mitres extra Furring strips extra 

This design may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 
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Wall Design No. 8159 Composed of Cornicel4640, Frieze 4620, Wall Plate 4621, Rail 4622, Wainscot 4624 
Section 12 ft. high Average price $9.15 per square, not including cornice 

Note — Price varies with height of room 
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Wall Design No. 7059. Composed of Cornice 4640, Frieze 4620, 
Wall Plate 4420, Rail 4622, Wainscot 4624 
Average price $8.90 per square, not including cornice 


Wall Design No. 7060 Composed of^Cornice 4640, 

Wall Plate 4420, RaU 4622, Wainscot 4624 
Average price $8.75 per square, not including cornice 


Sections 12 ft. high 
Note — Prices vary with height of room 



Wall Design No. 8156 Composed of Gove 4394, Foot Mold 4393, Plate 4397, Rail 4393, Wainscot 4777 
Section 11 ft. high Average price $9.15 per square, not including cove and foot mold 

Note — Price varies with height of room 
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Metal Ceilings aNd Walls 



Wall Design No. 8155 Composed of Cove 4394, Foot Mold 4393, Wall Plate 4397, Rail 4393, Wainscot 4387 
Section 11 ft. high Average price $9.15 per square, not including cove and foot mold 

Note — Price varies with height of room 
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Wall Design No. 8162 Composed of Cornice 4556, Wall Plate 4356, Rail^4367, Wainscot 4634 

Section 11 ft. high Average price $9.15 per square, not including cornice 

Note — Price varies with height of room 





Wheeling CorrugatiKg Co. 



Metal CeiliiIgs aiJd Walls 



Wall Design No. 8161 Composed of Cornice 4556, Wall Plate 4356, Rail 4367, Wainscot 4368 
Section 11 ft. high Average price $8.95 per square, not including cornice 

Note — Price varies with height of room 
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Metal Ceilings aNd Walls 


Wall Design No. 7058 Composed of Cornice 4556, Wall Plate 4536, Rail 4538, Wainscot 4537 
Section 12 ft. high Average price $8.85 per square, not including cornice 

Note — Price varies with height of room 
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Wall Design No. 7057 Composed of Cornice 4556, Frieze 4521, Wall Plate 4536, Rail 4538, Wainscot 4709 
Section 12 ft. high Average price $8.95 per square, not including cornice 

Note — Price varies with height of room 
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Wall Design No. 8148 Composed of Cornice 4411, Frieze 4404, Wall Plate 4373, Rail 4414, Wainscot 4374 
Section 12 ft. high Average price $8.90 per square, not including cornice 

Note — Price varies with height of room 




Wall Design No. 8147 Composed of Cornice 4411, Wall Plate 4373, Rail 4414, Wainscot 4374 
Section 12 ft. high Average price $8.80 per square, not including cornice 

Note — Price varies with height of rpom 
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Wall Design No. 8164 
Section 12 ft. high 


Composed of Cornice 4660, Wall Plate 4665, Rail 4538, Wainscot 4762 
Average price $8.95 per square, not including cornice 
Note — Price varies with height of room 
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Metal Ceilings aNd Walls 



Wall Design No. 8151 Composed of Cornice 4349, Frieze 4343, Plates 4342, Rail 4353, Wainscot 4346 
Section 11 ft. high Average price $9.10 per square, not including cornice 

Note — Price varies with height of room 
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Metal Ceilings aNd Walls 



Wall Design No. 8150 Composed of Cornice 4349, 

Wall Plate 4348, Rail 4353, Wainscot 4346 
• Average price $8.90 per square, not including cornice 


Wall Design No. 8157 Composed of Cornice 4197, 

Frieze 4198, Plate 4187, Rail 4538, Wainscot 4387 
Average price $8.50 per square, not including cornice 

Sections 11 ft. high 


Note — Prices vary with height of room 















Wall Design No. 8166 Composed of Cornice 4354, 

Plate 4254, Rail 4538, Wainscot 4387 
Average price $8.45 per square, not including cornice 


Wall Design No. 8173 Composed of Cornice 4354, 

Frieze 4198, Plate 4254, Rail 4538, Wainscot 4387 
Average price $8.95 per square, not including cornice 


Sections 11 ft. high 
Note — Prices vary with height of room 


Metal CeiliHgs ajJd Walls 


WHEELitiG Corrugating Co. 
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Metal Ceilings aNd Walls 


Wall Design No. 8163 Composed of Cornice 4354, 

Plate 4184, Rail 4538, Wainscot 4387 
Average price $8.45 per square, not including cornice 



I ^;"3^ I fei: 1 1 k*rwlvs = i 









Wall Design No. 8172 Composed of Cornice 4354, 

Frieze 4198, Plate 4184, Rail 4538, Wainscot 4387 
Average price $8.95 per square, not including cornice 


Sections 11 ft. high 
Note — Prices vary with height of room 






Metal Ceilings aNd Walls 



Wall Design No. 8174 Composed of Cornice 4197, 

Plate 4162, Rail 4538, Wainscot 4387 
Average price $8.45 per square, not including cornice 


Wall Design No. 8171 Composed of Cornice 4197, 

Frieze 4198, Plate 4162, Rail 4538, Wainscot 4387 
Average price $8.95 per square, not including cornice 


Sections 11 ft. high 
Note — Prices vary with height of room 
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Metal Ceilings aNd Walls 



Wall Design No. 8152 Composed of Cornice 4197, Frieze 4198, 
Wall Plate 4341, RaU 4538, Wainscot 4346 
Average price $9.05 per square, not including cornice 


Wall Design No. 8168 Composed of Cornice 4197, Frieze 4198, 
Wall Plate 4142, Rail 4538, Wainscot 4387 
Average price $8.95 per square, not including cornice 


Sections 11 ft. high 
Note — Prices vary with height of room 
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Wall Design No. 8169 Composed of Cornice^4197, 

Wall Plate 4674, Rail 4538, Wainscot 4387 
Average price $8.15 per square, not including cornice 


Wall Design No. 8170 Composed of Cornice 4197, 

Wall Plate 4669, Rail 4538, Wainscot 4387 
Average price $8.15 per square, not including cornice 


Sections 12 ft. high 
Note — Prices vary with height of room 



Metal CeiliHgs aHd Walls 



Wall Design No. 8165 Composed of Cornice 4354, 

Wall Plate 4670, Rail 4353, Wainscot 4387 
Average price $7.90 per square, not including cornice 


Wall Design No. 8167 Composed of Cornice 4354, 

Plate 4673, Rail 4353, Wainscot 4387 
Average price $8.15 per square, not including cornice 


Sections 12 ft. high 
Note — Prices vary with height of room 
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Metal CeiliiIgs aKd Walls 


No. 4693 Left 
2 in. deep 15 x 21 in. 
$13.00 per square 


No. 4693 Right 
2 in. deep 15x21 in. 
$13.00 per square 


Panels on this page require furring 25^ inches deep 


No. 4694 Right 
2 in. deep 15 x 27 in. 
$12.50 per square 


No. 4690 Ceiling Panel 
in. deep 27 x 27 in. 

$12.00 per square 


2K 


No. 4691 Right 
in. deep 21 x 27 in. 

$12.00 per square 


No. 4691 Left 

2]/2 in. deep 21 x 27 in. 

$12.00 per square 


No. 4694 Left 
2 in. deep 15 x 27 in. 
$12.50 per square 


No. 4692 Ceiling Panel 
2y. in. deep 21 x 21 in. 

$12.50 per square 


No. 4695 Ceiling Panel 
2 in. deep 15 x 15 in. 
$13.00 per square 















No. 4686 Stile 3 x 27 in. 

7 cents each 


No. 4687 Stile 3^x 21 in. 
6 cents each 


No. 4688 Stile 3x 15 in. 
5 cents each 


No. 4689 Corner 3x3 in. 
4 cents each 



No. 4697 Ceiling Panel 
2}4 in. deep 24 x 24 in. 

$12.00 per square 



No. 4481 Rosette 8 in. diameter 

10_cents each 



No. 4512 Ceiling Panel 15 x 15 in. 

$12.00 per square 



No. 4515 Ceiling Panel 24x24 in. 
2 in. deep 
$11.00 per square 




No. 4513 Left Ceiling Panel 
in. deep 15x27 in. 

$11.50 per square 


No. 4514 Ceiling Panel 27 x27 in. 
2 in. deep 
$11.00 per square 



No. 4513 Right CeilingJ Panel 
in. deep 15*x27 in, 

$11.50 per square 


Panels on this^page require furring 2 inches deep 





WHEELIIIG CORRJJGATIllG Co. METAL CEILINGS A(JD WALLS 



No. 4872 Ceiling Panel 


in. deep 
$9.50 per square 


24 X 48 in. 
Also made 24 x 24 in. 


No. 4873 Ceiling Panel 


in. deep 

$9.50 per square 


24 X 48 in. 




No. 4875 Ceiling Panel 
in. deep 18 x 18 in. 
$10.00 per square 



No. 4874 Ceiling Panel in. deep 

$9.50 per square 


18 X 48 in. 
Also made 18 x 24 in. 



No. 4876 Ceiling Panel 
IH in. deep 12x18 in. 

$10.50 per square 


Panels on this page can not be applied without the use of furring strips 
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Wheeling Corrugating Co, 



Metal Ceilings aHd Walls 



Center No. 4019 

Composed of Panels No. 4877 and Center 
No. 4324 


No. 4019 Center 


$2.20 each 


48 X 48 in. 


NOTE — Any of our 24x24 in. centers 
may be substituted for No. 4324, 
if so specified. 



No. 4877 Ceiling Panel IH in. deep 
24 X 24 in. 

40 cents each 



No. 4324 Center 1>^ in. drop 

24 X 24 in. 

60 cents each 
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No. 4271 Ceiling Panel 


1^ in. deep 
$9.50 per^square 


24x48 in. 
Also made 24 x 24 in. 



No. 4272 Ceiling Panel in. deep 

$9.50 per square 


24 X 48 in. 



N 0.54497 Ceiling Panel IH in. deep ^12x48 in. 

Also made 12 x 24 in. 

12x48 in., $9.50 per square 
12 X 24 in., 10.00 “ 


No. 4498 Ceiling Panel 
1^ in. deep 12 x 12 in. 
$10.50 per square 




No. 4437 Ceiling Panel 
IH in. deep 18 x 18 in. 

$10.00 per square 


No. 4436 Ceiling Panel 


Ifi in. deep 
$9.50 per square 


18x48 in. 
Also made 18x24 in. 


No. 4438 Ceiling Panel 
in. deep 12x18 in. 
$10.50 per square 


Panels on this page can not be applied without the use of furring ^strips 






WHEELIIIg CORKlJGATIflG CO. 



Metal CeiliKgs ajId Walls 


Center No. 4027 
Composed of Center No. 4324 
and Panels No. 4439 



NOTE — Any of our 24 x 24 in. Centers 
may be substituted for No. 4324 
if so specified. 


No. 4027 Center 


$2.20 each 


48 X 48 in. 



►. 4439 Ceiling Panel 24 x 24 in. 
• in. deep 

40 cents each 




No. 4324 Center 24x24 in. 

IH in* drop 
60 cents each 
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No. 4732 Ceiling Panel 1% in. deep 24x48 in. 

Also made 24 x 24 in. 

$9.50 per square 



No. 4733 Ceiling Panel in. deep 24 x 48 in. 

$9.50 per square 



No 4730 Ceiling Panel 
\yi m. deep 18x18 in. 
$10.00 per square 



No. 4731 Ceiling Panel in. deep 18 x 48 in. 

Also made 18 x 24 in. 

$9.50 per square 



No. 4398 Ceiling Panel 


K in. deep 24 x 48 in. 

Also made 24 x 24 in. 

$9.00 per square 



No. 4890 Ceiling Panel 


1^ in. deep 24 x 48 in. 

Also made 24 x 24 in. 


$9.00 per square 



Panels on this page can not be applied without the use of furring strips 
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No. 4350 Ceiling Panel 1 in. deep 24 x 48 in. 

Also made 24 x 24 in. 

$9.00 per square 



No. 4351 Ceiling Panel 1 in. deep 24 x 48 in. 

Also made 24x24 in. 

J $9.00 per square 



No. 4382 Ceiling Panel 1 in. deep 12 x 48 in. 

Also made 12 x 24 in. 
12 X 48 in., $9.00 per square 
12 X 24 in., 9.50 “ 



No. 4352 Ceiling Panel 1 in. deep 24 x 48 in. 

$9.00 per square 



No. 4383 Ceiling Panel 
1 in. deep 18 x 18 in. 
$9.50 per square 



No. 4385 Ceiling Panel 
1 in. deep 12 x 18 in. 
$10.00 per square 


Panels on this page can not be applied without the use of furring strips 



No. 4380 Ceiling Panel 
1 in. deep 12 x 12 in. 
$10.00 per square 
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No. 4284 Ceiling Panel 1 in. deep 

$9.00 per square 


24 X 48 in. 
Also made 24x24 in. 


No. 4256 Ceiling Panel H in* deep 

$9.00 per square 


24x48 in. 
Also made 24 x 24 in. 






No. 4281 Ceiling Panel 1 in. deep 12x48 in. 

Also made 12 x 24 in. 

12 X 48 in., $9.00 per square 
12 X 24 in., 9.50 “ 


No. 4279i^Ceiling Panel 
1 in. deep ^ 12 x 12 in. 

$10.00 per square 





\ 








No. 4282 Ceiling Panel 
1 in. deep 18 x 18 in. 

$9.50 per square 


No. 4283 Ceiling Panel 1 in. deep 18x48 in. 

Also made 18 x 24 in. 

$9.00 per square 


No. 4280 Ceiling Panel 
1 in. deep 12 x 18 in. 

$10.00 per square 


Panels on this page can not be applied without the use of furring strips 
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No. 4029 Center 48x48 in. 

Composed of Panels 4334 and Center 4180 
$2.20 each 





No. 4180 Center 2^ in. drop 24x24 in. 
60 cents each 







I 






No. 4645 Ceiling Panel 
^ in. deep 18 x 18 in. 

$9.00 per square 
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No. 4644 Ceiling Panel ^ in. deep 18x48 in. 

Also made 18x24 in. 

$8.50 per square 


♦ 


Panels on this page can not be applied without the use of furring strips 


Wheeling CorkugathIg Co. 


No. 4641 Ceiling Panel ^ in. deep 24 x 48 in. 

Also made 24 x 24 in. 
and 12 x 12 in. 

24 X 48 in. and 24 x 24 in., $8.50 per square 
12 X 12 in., $9.50 per square 


No. 4642 Ceiling Panel ^ in. deep 12x48 in. 

Also made 12x24 in. 
12x48 in., $8.50 per square 
12 X 24 in., 9.00 “ 


No. 4646 Ceiling Panel 
Klin* deep 12 x 18 in. 

$9.50 p^- square 


No. 4643 Ceiling Panel ^ in. deep 24x48 in. 

Also made 24 x 24 in. 

$8.50 per square 
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No. 4020 Center 48 x 48 in. 

Composed of Panels 4647 and Center Plate 4503 
$1.96 each 





No. 4^3 Center Plate 24 x 24 in. 
^ $9.00 per square 


No. 4647 Ceiling Panel 
^ in. d^p 24x21 in. 

40 cents each 




. ... 
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No. 4228 Ceiling Panel K In. deep 

$8.50 per square 


24 X 48 in. 
Also made 24 x 24 in. 


No. 4226 Ceiling Panel ^ ^ in. deep 24x48 in. 

Also made 24 x 24 ingl 
and 12 x 12 in« 

24 X 48 in. and '24 x 24 in., $8.50 per square 
12 X 12 in., $9.50 per square 



No. 4227 Ceiling Panel ^ in. deep 12 x 48 in. 

Also made 12 x 24 in. 
12x48 in., $8.50 per square 
12 X 24 in., 9.00 “ “ 



No. 4433 Ceiling Panel 
^ in. deep 12 x 18 in. 

$9.50 per square 




No. 44.31 Ceiling Panel 


^ in. deep 
$8.50 per square 


18x48 in. 
Also made 18 x 24 in. 


/ 


\ 



No. 4432 Ceiling Panel 
^ in. deep 18 x 18 in. 
$9.00 per square^ 


Panels on this page can not be applied without the use of furring^s trips 
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NOTE — Any of our 24 x 24 in. Centers 
may be substituted for No. 4181 
if so specified. 


No. 4028 Center composed of Center 4181, 
Panels 4434 


No. 4028 Center 


3^ in. drop 
$2.40 each 


48 X 48 in. 
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No. 4278 Ceiling Panel ^ in. deep 24x48 in. 

Also made 24 x 24 in. 

$8.50 per square 



No. 4273 Ceiling Panel in. deep 24x48 in. 

Also made 24 x 24 in. 
and 12 x 12 in. 

24 X 48 in. and 24 x 24 in., $8.50 per square 
12 X 12 in., $9.50 per square 



No. 4275 Ceiling Panel ^ in. deep 12 x 48 in. 

Also made 12 x 24 in. 
12x48 in., $8.50 per square 
12 X 24 in., 9.00 “ 



No. 4277 Ceiling Panel 


^ in. deep 
$8.50 per square 


18 X 48 in. 
Also made 18 x 24 in. 



No. 4274 Ceiling Panel 
^ in. deep 12 x 18 in. 
$9.50 per square 



\ 

No. 4276 Ceiling Panel"] j 
^ in. deep 18 x 18 in. 
$9.00 per square 


Panels on this page can not be applied without the use of furring strips 
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No. 4223 Ceiling Panel ^ in. deep 24 x 48 in. 

Also made 24 x 24 in. 

$9.00 per square 


No. 4225 Ceiling Panel ^ in. deep 24 x 48 in. 

Also made 24x24 in. 

$8.00 per square 



No. 4324 Center 
in. drop 24x24 in. 

60 cents each 


No. 4333 Ceiling Panel 
in. deep* 24 x 24 in. 

40 cents each 


No. 4030 Center 48x48 in. 

Composed of 4 Panels 4333 and Center 4324 
$2.20 each 


Panels on this page can not be applied without the use of furring strips 


/ 
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o. 4972 Left. Ceiling Panel 12 x 24 in. 
$12.50 per square 



No. 4971 Ceiling Panel 24x24 in. 

$12.00 per square 


No. 4972 Right. Ceiling Panel 12 x 24 in. 
$12.50 per square 




». 4975 Ceiling Panel 18 x 18 in. 

$12.50 per square 



No. 4976 Left. Ceiling Panel 12 x 18 in. 
$13.00 per square 



No. 4976 Right. Ceiling Panel 12 x 18 in. 
$13.00 per square 




i). 4974 Left. Ceiling Panel 18 x 24 in. 
$12.00 per square 


No. 4974 Right. Ceiling^Panel 18 x 24 in. 
$12.00 per^square 


Detail of Interlocking Joint, 
Showing Concealed Nail 


Panels on this page have Interlocking Joints and require furring only one way, the cross furring being eliminated 





WheeuiIg Corrugating Co, 



Metal Ceilings aNd Walls 



No. 4943 Ceiling Panel 24 x 24 in. 
$11.00 per square 


No. 4942 Left. Ceiling Panel 
12 X 24 in. 

$11.50 per square 


No. 4942 Right. Ceiling "“Pan el 
12 X 24 in. 

$11.50 per square 


No. 4947 Ceiling Panel 24 x 24 in. 
$11.00 per square 



No. 4945 Ceiling Panel 
18 X 18 in. 

$11.50 per square 



No 4946 Left. Ceiling Panel 
12 X 18 in. 

$12.00 per square 



No. 4946 Right. Ceiling Panel 
12 X 18 in. 

$12.00 per square 




No. 4944 Left. Ceiling Panel 
18 X 24 in. 

$11.00 per square 



No. 4944 Right. Ceiling Panel 
18 X 24 in. 

$11.00 per square 



Detail of Interlocking Joint 
; Showing Concealed Nail 


LOCK 


TONGUE 


Panels on this page have Interlocking Joints and require 
furring only one way, the cross furring being eliminated 
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No. 4790 Ceiling Panel K in. deep 24 x 48 in. 

Also made 24 x 24 in. 

or 24x96 in. 

$9.00 per square 


No. 4794 Ceiling Panel K in* deep 24 x 48 in. 

$9.00 per square 



No. 4799 Ceiling Panel K in. deep 

$9.00 per square 


24 X 48 in. 
Also made 24 x 24 in. 



No. 4791 Ceiling Panel H in. deep 12 x 48 in. 

Also made 12 x 24 in. 
12 X 48 in., $9.00 per square 
12 X 24 in., 9.50 “ 



No. 4797 Ceiling Panel 
^ in. deep 18 x 18 in. 
$9.50 per square 



No. 4798 Ceiling Panel ^ in. deep 

$9.00 per square 


18 X 48 in. 
Also made 18 x 24 in. 



No. 4796 Ceiling Panel 
^ in. deep 12 x 18 in. 
$10.00 per square 


Panels on this page may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 








No. 4792 Ceiling Panel ^ in. deep 24 x 48 in. 

Also made 24 x 24 in. 

or 12 X 12 in. 

24x48 in. and 24 x 24 in., $9.00 per square 
12 X 12 in., $10.00 per square 



No. 4793 Ceiling Panel 
^ in. deep 24 x 24 in. 

40 cents each 


No. 4795 Center 

Composed of Panels'54793 and Center 4324 
$2.20 each 


48 X 48 in. 


No. 4324 Center in. drop 24 x 24 in. 
60 cents each 


Panels on this page may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 
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No. 4700 Ceiling Panel 

$9.00 per square 


24 X 48 in. 
Also made 24 x 24 in. 







No. 4804 Ceiling Panel 

$9.00 per square 


24 X 48 in. 

Also made 24 x 24 in. I 




No. 4537 Ceiling Panel 24 x 30 in. 

$9.00 per square 


No. 4503 Ceiling Panel 


$9.00 per square 


24 X 48 in. 
Also made 24 x 24 in. 



Panels on this page may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 
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No. 4396 Ceiling Panel 

24x48 in. 

No. 4395 Ceiling Panel 

24 X 48 in. 

$8.00 per square 

Also made 24x24 in. 

$8.00 per square 

Also made 24 x 24 in. 



No. 4407 Ceiling Panel 24 x 48 in. No. 4408 Ceiling Panel 24 x 48 in. 

Also made 12 x 48 in. Also made 12 x 48 in. 

$9.00 per square $9.00 per square 



No. 4410 Ceiling Panel 24 x 24 in. 

Also made 12 x 24 in. 
24 X 24 in., $9.00 per square 
12 X 24 in., 9.50 “ “ 


Panels on this page may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 
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No. 4211 Ceiling Plate 24x48 in. 

Also made 24x24 in. 
$9.00 per square or 24x96 in. 



No. 4765 Ceiling Plate 


24 X 48 in. 
Also made 24x24 in. 


$8.50 per square 



No. 4495 Ceiling Plate 12x48 in. 

Also made 12 x 24 in. 
12 X 48 in., $9.00 per square 
12 X 24 in., 9.50 “ 



No. 4485 Ceiling Plate 

$9.00 per square 


24x48 in. 
Also made 24 x 24 in. 




No. 4880 Ceiling Plate 


$9.00 per square 


24 X 48 in. 
Also made 24x24 in. 


^^o. 4769 Ceiling Panel 


24 X 

Also made 24 x 24 in. 






Plates and panel on this page may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 
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No. 4267 Ceiling Plate 

$8.50 per square 


24 X 48 in. 
Also made 24 x 24 in. 



No. 4204 Ceiling Plate 24 x 48 in. 

Also made 24 x 24 in. 

$8.50 per square 



No. 4208 Ceiling Plate 


in. deep 

$9.00 per square 


24x48 in. 
Also made 24 x 24 in. 




No. 4209 Ceiling Plate 


24 X 48 in. 
Also made 24 x 24 in. 


No. 4680 Ceiling Plate 


$8.50 per square $8.50 per square 

Plates on this page may be applied direct to wood sheathing, but furring strips must be used over plaster orj^joists 


24 X 48 in. 
Also made 24 x 24 in. 
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No. 4379 Ceiling Plate 

$9.00 per square 


24x48 in. 
Also made 24 x 24 in. 


No. 4377 Ceiling Plate 24 x 48 in. 

Also made 24 x 24 in. 
and 12 x 12 in. 

24x48 in. and 24x24 in., $9.00 per square 
12 X 12 in., $10.00 per square 



No. 4378 Ceiling Plate 12x48 in. 

Also made 12 x 24 in. 
12 X 48 in., $9.00 per square 
12 X 24 in., 9.50 “ 



No. 4494 Corner 6x6 in. 
6 cents each 



No. 4493 Finishing Mold 

6 cents per lineal foot 


6 X 48 in. 



No. 4210 Ceiling Plate 


24 X 48 in. 
Also made 24 x 24 in. 


$8.50 per square 


Plates on this page may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 
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No. 4740 Ceiling Plate 


$8.50 per square 


24x48 in. 
Also made 24 x 24 in. 



No. 4600 Center Plate 


$9.00 per square 


24 X 48 in. 



No. 4739 Ceiling Plate 

$8.50 per square 


18 X 48 in. 
Also made 18 x 24 in. 



No. 4738 Ceiling Plate 
18 X 18 in. 

$9.00 per square 



No. 4599 Center Cap 
8 in. diameter 
10 cents each 



No. 4601 Center 48 x 48 in. 

Composed of two plates No. 4600 and Center Cap No. 4599 
$1.54 each 


Plates on this page may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 
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No. 4602 Ceiling Plate 24 x 48 in. 

Also made 24 x 24 in. 

$8.50 per square 
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No. 4608 Corner 24 x 24 in. 

$9.00 per square 



No. 4609 Corner 24 x 24 in. 

$9.00 per square 



No. 4604 Border 


24 X 48 in. 
Also made 4 x 24 in. 

$8.50 per square 



No. 4603 Corner 24 x 24 in. 

$9.00 per square 



No. 4605 Corner, to be used with No. 4606 24 x 48 in. 

$9.00 per square 



No. 4606 Corner 24x24 in. 

To be used with No. 4605 
$9.00 per square 


Plates on this page may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 
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No. 4206 Ceiling Plate 24x48 in. 

Also made 24x24 in. 
$8.50 per square or 24 x 96 in. 



Metal CeilijIgsa(Jd Walls 



No. 4207 Ceiling Plate 24 x 48 in. 

Also made 24 x 24 in. 
$8.50 per square or 24 x 96 in. 




No. 4342 Ceiling Plate 


$8.00 per square 


24 X 48 in. 
Also made 24 x 24 in. 


No. 4496 Ceiling Plate 24 x 48 in. 

Also made 24 x 24 in. 

$8.50 per square 



No. 4581 Ceiling Plate 

$8.50 per square 


24x48 in. 
Also made 24 x 24 in. 


No. 4486 Ceiling Plate 

$9.00 per square 


24 X 48 in. 
Also made 24 x 24 in. 


Plates on this page may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 
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No. 4268 Ceiling Plate 24x48 in. 

Also made 24 x 24 in. 
$8.00 per square or 24 x 96 in. 


No. 4802 Ceiling Plate 24x48 in. 

Also made 24 x 24 in. 
$8.00 per square or 24 x 96 in. 



No. 4184 Ceiling Plate 


I 

$8.00 per ^uare 


24 X 48 in. 
Also made 24 x 24 in. 


No. 4254 Ceiling PlateBiJl HI";: fl 24x48 in. 

^ _ Also made 24 x 24 in. 

$8.00 per square or 24 x 96 in. 



No. 4160 Ceiling or Wall Plate 24 x 48 in. 

Also made 24 x 72 in. 
$8.00 per square and 24 x 96 in. 



No. 4162 Ceiling Plate 24x48 in. 

Also made 24x24 in. 
$8.00 per square or 24 x 96 in. 


Plates on this page may be applied direct to wood sheathing, but furring strips must be used over plaster or joisfo 
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No. 4142'^Ceiling Plate 


$8.00 per square 


24 X 48 in. 
Also made 24 x 24 in. 



No. 4146 Ceiling Plate 24 x 48 in. 

Also made 24 x 24 in. 
$8.00 per square or 24 x 96 in. 


The above plates may be applied direct to wood sheathing, but furring strips must be used over plaster or joists 




No. 4670 Ornamental Beaded Sheet 

$7.25 per square 


Made 24 x 96 in. 
or 24x48 in. 


No. 4669 Ornamental Beaded Sheet 

$7.50 per square 


Made 24x96 in. 
or 24x48 in. 


Ornamental beaded sheets may be applied direct to Joists placed 12 or 16 in. on centers, but the use of furring strips is preferable 
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No. 4100 1x4 in. Tile 


$9.50 per square 


No. 4101 l>^x6 in. Tile 


$9.50 per square 


No. 4102 3 X 3 in. Tile 


$9.50 per square 


24 X 48 in. 
or 24 X 96 in. 



24x48 in. 
or 24 X 96 in. 



24 X 48 in. 
or 24x96 in. 



No. 4106 

Inner Corner 
Bead 

48 in. long 
7 cents 

per lineal foot 



Outer Corner 
Bead 

48 in. long 
7 cents 

per lineal foot 


No. 4110 Tile Cap 

A 6 cents per lineal foot 
B and C 7 cents per lineal foot 
D 8 cents per lineal foot 


'lyi X 48 in. 



No. 4115 Tile Base 


11 cents per lineal foot 


9x48 in. 
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No. 4104 3 X 6 in. Tile 

$9.50 per square 

24x4 
or 24 X 9 

8 in. 
6 in. 
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No. 4105 Tiling,^ 


24 X 48 in. 
or 24 X 96 in. 


$8.50 per square 


When metal tile U used for wainscoting it should have a solid backing of wood sheathing 
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No. 4786 Decorative Panel 

$12.00 per square 


24x4S in. 



No. 4785 Corner Panel 24 x 24 in. 
$12.00 per square 
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No. 4610 Corner 18 x 18 in. 
$10.00 per square 



No. 4611 Corner 24x24 in. 
40 cents each 



No. 4613 Border ^ 18 x 24 in. 

$9.50 per^square 



No. 4607 Border 


$9.50 per square 


18 X 48 in. 



No. 4612 Border 18 x 12 in. 
$10.00 per square 



No. 4484 Corner 24 x 24 in. 

$9.50 per square 


No. 4482 Border 


24 X 48 in. 
Also made 24 x 24 in. 



No. 4483 Corner 24 x 24 in. 

$9.50 per square 


$9.50 per square 














224 


Wheeling CorkjgatiKg Co. 


Q. 


m 




Metal Ceilings alId Walls 


No. 4427 Corner 24 x 24 in. 

$9.25 per square 


No. 4425 Border 


$9.25 per square 


24x48 in. 


No. 4428 Corner 24x24 in. 

$9.25 per square 


No. 4361 Border 


$8.50 per square 


24 X 48 in» 


No. 4426 Border 24 x 24 in. 

$9.25 per square 


No. 4360 Border 24x24 in. 

$8.50 per square 




''V 'K'/j 

'it rr.'.; 
±u/X(2. JC f ? : 


No. 4358 Outer and Inner Corner 
24 X 24 in. 

$8.50 per square 
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No. 4402 Corner 24x24 in. 

$9.00 per square 



No. 4309 Corner 24x24 in. 

$8.50 per square 



No. 4307 Corner 24x24 in. 

$8.50 per square 



No. 4404 Border 24 x 48 in. 

Also made 24 x 24 in. 

$9.00 per square 



No. 4389 Border 24x48 in. 

$9.00 per square 



No. 4306 Border 24x48 in. 

Also made 24x24 in. 

$8.50 per square 



No. 4390 Corner 24 x 24 in. 

$9.00 per square 



No. 4308 Corner 24 x 24 in. 

$8.50 per square 
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No. 4347 Border 


$9.00 per square 


24 X 48 in. 



No. 4447 Border 


$9.00 per square 


24 X 48 in. 
Also made 24x24 in. 



No. 4345 Corner 24 x 24 in. 

$9.00 per square 



No. 4204 Corner 24 x 24 in. 

$8.50 per square 




No. 4343 Border 24 x 24 in. 

$9.00 per square 




ffffrfffffrfffffffffffffffffr 


No. 4344 Corner 24 x 24 in. 

$9.00 per square 


No. 4205 Border 


24 X 48 in. 
Also made 24 x 24 in. 


No. 4330 Corner 24 x 24 in. 

$8.50 per square 


$8.50 per square 
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No. 4332 Corner 24 x 24 in. 

$8.50 per square 


No. 4320 Corner 24 x 24 in. 

$8.50 per square 



No. 4316 Border 


38.50 per square 


24x48 in. 
Also made 24 x 24 in. 





No. 4323 Corner 18 x 18 in. 

$9.00 per square 



No. 4446 Corner 12 x 12 in. 

10 cents each 


No. 4318 Border 


12 X 48 in. 
Also made 12 x 24 in. 


No. 4331 Tee 24x24 in, 

$8,50 per square 


$8,50 per square 
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No. 4136 Corner . 24 x 24 in. 

$8.25 per square 



No. 4139 Corner 18 x 18 in. 

20 cents each 



No. 4314 Corner 18 x 18 in. 

20 cents each 



No. 4135 Border 


24x48 in. 
Also made 24 x 24 in. 

$8.25 per square 


No. 4137 Corner 24x24 in. 

$8.25 per square 



No. 4138 Border 


$8.25 per square 


18 X 48 in. 
Also made 18 x 24 in. 


No. 4140 Corner 24x24 in. 

35 cents each 



No. 4313 Border 


18 X 48 in. 
Also made 18x24 in. 

$8.50 per square 



No. 4315 Corner 24x24 in. 

35 cents each 
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No. 4510 Corner 18 x 18 in. 
25 cents each 



No. 4509 Border 


$9.00 per square 


Also made 


18 X 48 in, 
18 X 24 in. 



No. 4201 Corner 18 x 18 in. 
30 cents each 



No. 4200 Border 


18x48 in. 
Also made 18 x 24 in. 

$9.50 per square 



No. 4511 Corner 24 x 24 in. 

40 cents each 



No. 4202 Corner 24 x 24 in. 

40 cents each 




No. 4466 Cross 


No. 4466 Tee 
14 cents each 


No. 4466 £11 



No» 4465 Border 11x48 in. 

10 cents per lineal foot 
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No. 4465 Cross 

No. 4465 Tee 


No. 4465 Eli 


12 cents each 
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Wheeling Corrugating Co. 



Metal Ceilings aNd Walls 



No. 4776 Corner 12 x 12 in. No. 4766 Border 12 x 48 in. No. 4770 Border 12 x 12 in. 

10 cents each Also made 12 x 24 in. 10 cents each 

12x48 in., $9.00 per square 
12x24 in., 9.50 “ 





No. 4767 Border 12 x 48 in. No. 4778 Border 12 x 48 in. 

$9.00 per square $9.00 per square 



No. 4768 Border 12 x 24 in. 

$9.50 per square 



No. 4745 Corner 12 x 12 in 
10 cents each 


No. 4742 Border 12 x 48 in. 

Also made 12 x 24 in. 
12 X 48 in., $9.00 per square 
12 X 24 in., 9.50 “ 


No. 4746 Corner 12 x 12 in. 
10 cents each 
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No. 4375 Wainscot 6 x 30 in. 

15 cents each 


No. 4624 Wainscot 24 x 30 in. 
$9.00 per square 


No. 4374 Wainscot 24 x 30 in. 
$9.00 per square 


No. 4537 Wainscot 24x30 in. 
$9.00 per square 


Wheeling CoRiuGATitlG Co. 


No. 4621 Wall Plate 24 x 48 in. 

Also made 24 x 96 in. 

or 24 X 72 in. 
$9.00 per square 


Metal CeiliiIgs alJo Walls 


No. 4373 Wall Plate 24 x 48 in. 

Also made 24 x 96 in. 

or 24 X 72 in. 
$8.50 per square 


No. 4420 Wall Plate 24 x 48 in. 

Also made 24 x 96 in. 

or 24 X 72 in. 
$8.50 per square 


No. 4536 Wall Plate 24 x 48 in. 

Also made 24x96 in. 

or 24 x 72 in. 
$8.50 per square 








No, 4397 Wall Plate 24 x 48 in. 

Also made 24 x 96 in. 

or 24 X 72 in. 
$8.50 per square 


No. 4665 Wall Plate 24 x 48 in. 

Also made 24 x 96 in. 

or 24x72 in. 
$8.50 per square 


No. 4666 Wall Plate 24 x 48 in. 

Also made 24 x 96 in. 

or 24 X 72 in. 
$8.50 per square 


No. 4356 Wall Plate 24 x 48 in. 
$8.50 per square 




No. 4777 Wainscot 24x33 in. 
$9.00 per square 




No. 4387 Wainscot 

$8.50 per square 


i 4762 Wainscot '24x33 in. 

'^>7 $9,00 per square 


No. 4634 Wainscot 24 x 30 in. 
$9.00 per square ‘ 








WHEELlriG CORRUGATldG CO. 



Metal CEiiidGS Ado Walls 



No. 4348 Wall Plate 24 x 48 in. 

Also made 24 x 96 in. 
$8.00 per square 



No. 4341 Wall Plate 24 x 48 in. No. 4187 Wall Plate 24 x 48 i 

Also made 24 x 24 in. Also made 24 x 96 i 

$8.00 per square or 24x72 in. 

$8.00 per square 


No. 4346 Wainscot 24 x 33 in. 

$10.00 per square 



No. 4709 Wainscot 24 x 33 in. 

$8.50 per square 




c c 
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No. 4393 Wainscot Rail 


8 cents per lineal foo^ 


No. 4290 Mold 


4 cents per lineal foot 


7x48 in. 


emli ) 

3x48 in. 


Stair Wainscot — Design No. 8026 
Composed of Rail 4393, Plates 4388, Mold 4290 
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Wheeling CoriugatiiIg Co. 



Metal CeiliiIgs Aflo Walls 



No. 4368 Wainscot 24x36 in. 

Also made 12 x 48 in* 
$8.50 per square 






Center No* 7032 


Composed of Decorative Panels 4785, 4786, Center 4710 
$7.86 each 


8 X 8 ft. 
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WHEELIfiG COR.RyGATlKG Co, 



Metal CEiiifiGS a^d Walls 




Center No. 7033 


Composed of Center 4588, Panels 4228, Mold 4241 
$10.50 each 


10 X 10 ft. 




WheeliHg Corrugating Co. 



No. 4710 Center Plate 

80 cents each 


24 X 48 in. 



No. 4711 Center 48x48 in. 

Composed of two Plates No. 4710 and Center Cap No. 4599 
$1.70 each 




Metal Ceilings aNd Walls 



No. 4588 Center Plate 24 x 48 in. 

80 cents each 



No. 4589 Center 48 x 48 in. 

Composed of two Plates* No. 4588 and Center Cap No. 4599 
$1.70 each 






Wheeling Corrugating Co. 


(lL\M 




Metal Ceilings aNd Walls 


No. 4355 Center Plate 

80 cents each 


24x48 in. 



Center Piece, composed of two Plates No. 4355 
$1.60 each 



WheeliiIg Corrugating Co. 



Metal CeiuNgs aNd Walls 



No. 4252 Center 48 x 48 in. 

Composed of 4 Plates 4427 
$1.48 each 


No. 4012 Zinc Ventilating Center 
48 X 48 in. 

Composed of Center 1012, Mold 4182 
$13.08 each 


No. 4015 Center 48x48 in. 

Composed of 4 Plates 4307 
$1.36 each 



No. 4022 Center 48 x 48 in. 

Composed of Center 4324, Mold 4246 
$2.24 each 



No. 4013 Zinc Ventilating Center 
48 X 48 in. 

Composed of Center 1013, Mold 4246 
$8.64 each 



No. 4016 Center 48 x 48 in. 

Composed of Center 4324, Mold 4169 
$2.12 each 



No. 4003 Center 48 x 48 in. 

Composed of Center 4180, Mold 4241 
$2.24 each 



No. 4010 Center 48 x 48 in. 

Composed of Center 4181, Mold 4246 
$2.44 each 



No. 4018 Center 48x48 in. 

Composed of Center 4324, Mold 4241 
$2.24 each 
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Wheeling Corrugating Co. 



Metal CeiuNgs aNd Walls 



No. 4180 Center 2^ in. drop 24 x 24 in. 
60 cents each 


No. 4324 Center in. drop 24 x 24 in. 
60 cents each 




No. 4181 Center 3^ in. drop 24 x 24 in. 
80 cents each 



No. 4487 Center 2}4 in. drop 24 x 24 
80 cents each 



No. 4386 Center 1^ in. drop 24 x 24 in. 
60 cents each 



No. 1012 Zinc Ventilating Center 36 x 36 in. 

$12.00 each 



No. 4400 Center in. drop 24 x 24 in. 
80 cents each 



'^No. 1013 Zinc Ventilating Center 
24 X 24 in. 

$7.00 each 








Wheeling CorfugatiNg Co. 



Metal CeiuSgs aNd Walls 



No. 4326 Center 9 in. diameter 
30 cents each 
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No. 4325 Center 22 in. diameter 
60 cents each 


No. 4490 Center 15 in. diameter 
50 cents each 




No. 1804 Zinc Center 19>^ in. diameter 
$3.00 each 



No. 1865 Zinc Center 28 in. diameter 
$6.00 each 
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WhEELIIJG CORRUGATIflG CO. 



Metal Ceilings aHd Walls 



No. 4575 Corner 24 x 24 in. 

Also made 18 x 18 in. 

or 12 X 12 in. 
$8.50 per square 



No. 4574 Filler 8, 10, 12, 14, 16, 18, 20 and 24 x 48 in. 

$8.00 per square 



No. 4576 Corner 24 x 24 in. 

$8.50 per square 



No. 4263 Filler 


4, 6, 8, 10, 12, 14, 16, 18, 20 and 24 x 48 in. 

Also made 24x96 in. 


$8.00 per square 


No. 4255 Filler 


4, 6, 8, 10, 12, 14, 16, 18, 20 and 24 x 48 i 
Also made 24 x 96 i 


$8.00 per square 



No. 4578 Corner 24 x 24 in. 

Also made 18 x 18 in. 

or 12 X 12 in. 
$8.50 per square 



No. 4577 Filler 10, 12, 14, 16, 18, 20 and 24 x 48 in. 

$8.00 per square 



No. 4579 Corner 24 x 24 in. 

$8.50 per square 


c c 
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No. 4805 Filler 8, 10, 12, 14, 16, 18, 20 and 24 x 48 In. No. 4806 Filler 4, 6, 8, 10, 12, 14, 16, 18, 20 and 24 x 48 in. 

$8.00 per square Also made .4 x 96 In. 

$8.00 per square 



No. 4807 Filler 8, 10, 12, 14, 16, 18, 20 and 24 x 48 in. 

Also made 24 x 96 in. 

$8.00 per square 
Width of center ornament 6 in. 



No. 4499 Filler 8, 10, 12, 14, 16, 18, 20 and 24 x 48 in, 

$8.00 per square 


No. 4500 Filler 4, 6, 8, 10, 12, 14, 16, 18, 20 and 24 x 48 in. 

Also made 24 x 96 in. 


$8.00 per square 
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Wheeling CorkugatiKg Co. 



Metal CeiliHgs aNd Walls 















No. 4551 Filler 


8, 10, 12, 14, 16, 18, 20 and 24 x 48 in. 
$8.00 per square 







No. 4552 Filler 4, 6, 8, 10, 12, 14, 16, 18, 20 and 24 x 48 in. 

Also made 24 x 96 in. 

$8.00 per square 



No. 4406 Diaper Pattern 


$8.50 per square 


24 X 48 in. 
Also made 24 x 96 in. 
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No. 4808 Filler 


$8.00 per square 


24 X 48 in. 
Also made 24x96 in. 





No. 4348 Filler 


6, 8, 10, 12, 14, 16, 18, 20 and 24x48 in. 

Also made 24 x 96 in. 

$8.00 per square 
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No. 4196 Entablature Composed of Cornice 4197, Frieze 4198 

in. projection 17>^ in. deep 

19 cents per lineal foot, including wood brackets^for Cornice 4197 




No. 4489 Entablature 


Composed of Cornice 4488, Frieze 4472 
38 cents per lineal foot, including wood brackets for Cornice 4488 


6^ in. projection, 40 in. deep 


248 


WHEELirtG Corrugating Co. 



Metal Ceilings aNd Walls 



No. 4672 Cove Coved to 18 in. radius 27 in. girth 48 in. long 
24 cents per lineal foot, including w^ood brackets' 



No. 4658 Cove Coved to 18 in. radius 27 in. girth 48 in. long 
24 cents per lineal foot, including wood brackets 



No. 4215 Cove Coved to 18 in. radius 
32 in. girth 24x32 in. 

25 cents per lineal foot, including wood 
brackets 



No. 4176 Cove Coved to 12 in. radius 24 in. girth 48 in. long 
18 cents per lineal foot, including wood brackets 



No. 4394 Gove Coved to 12 in. radius 24 in. girth 48 in. long 
18 cents per lineal foot, including wood brackets 


WHEELiile Corrugating Co. 
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No. 4251 Cornice 12^ in. projection VI yi in. deep 48 in. long 
. cents per lineal foot, including wood brackets 

Cornices 4250 and 4251 have the same profile and can be used together 



No. 4251 Inner Mitre 



No. 4251 Outer Mitre 


80 cents each 



No. 4250_Cornice 12^ in. projection \lyi in. deep 48 in. long 
1 . ‘ I ^'22 cents per lineal foot, including wood brackets 
Cornices 4250 and 4251 have the same profile and can be used together 



K- ^ 2 %' H 

m ' 


No. 4250 Inner Mitre 


80 cents each 


No. 4250 Outer Mitre 


h — 6 ^" — »| 



No. 4488 Cornice 6^ in. projection 16>^ in. deep 48 in., long 
18 cents per lineal foot, including wood brackets 



No. 4488 Inner Mitre 


75 cents each 


iMO. 4488 Outer Mitre 
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WHEELitle Corrugating Co 



No. 4349 Cornice 10 in. projection 16 in. deep 48 in. long 
20 cents per lineal foot, including wood brackets 




h-- 


No. 4220 Cornice 11 in. projection 12>^ in. deep 48 in. long 
20 cents per lineal foot, including wood brackets 



No. 4640 Cornice 12 in. projection 11>^ in. deep 48 in. long 
20 cents per lineal foot, including wood brackets 





^ 


No. 4349 Inner Mitre 


75 cents each 


No. 4349 Outer Mitre 
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No. 4220 Inner Mitre 


75 cents each 


No. 4220 Outer Mitre 


No. 4640 Inner Mitre 


No. 4640 Outer Mitre 


75 cents each 



WheelhIg CorkjgatifIg Co. 
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No. 4555 Cornice 11 in. projection 10 in. deep 48 in. long 
20 cents per lineal foot, including wood brackets 


No. 4556 Cornice 12^^ in. projection 12}4 in. deep 48 in. long 
20 cents per lineal foot, including wood brackets 





No. 4411 Cornice 4>< in. projection 13 in. deep 48 in. long 
15 cents per lineal foot, including wood brackets 




No. 4556 Inner Mitre 


75 cents each 


No. 4556 Outer Mitre 


No. 4555 Inner Mitre 

75 cents 


No. 4555 Outer Mitre 

each 



No. 4660 Inner Mitre 

75 cents 



50 cents 



each 



No. 4411 Outer Mitre 

each 
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WheeliiJg CorfugatiNg Co. 



Metal CEiutlGS aKd Walls 



No. 4221 Cornice 9 in. projection llj^ in. deep 48 in. long 
15 cents per lineal foot, including wood brackets 


K— . 5 -. >1 




No. 4815 Cornice in. projection in. deep 48 in. long 

12 cents per lineal foot, including wood brackets 


No. 4585 Cornice 7 }^ in. projection in. deep 48 in. long 

13 cents per lineal foot, including wood brackets 







75 cents each 



No. 4585 Inner Mitre No. 4585 Outer Mitre 

60 cents each 



No. 4815 Inner Mitre 


60 cents each 



No. 4815 Outer Mitre 



No. 4222 Cornice 6 ^ in. projection 7 in. deep 48 in. long 
13 cents per lineal foot, including wood brackets 



No. 4619 Cornice 8 in. projection 7 in. deep 48 in. long 
14 cents per lineal foot, including wood brackets 




No. 4222 Outer Mitre 

60 cents each 



No. 4619 Outer Mitre 

60 cents each 


WheeliiIg CorkjgatiNg Co. 



No. 4816 Cornice 6j4 in. projection in. deep 48 in. long 

10 cents per lineal foot (without brackets) 

11 cents per lineal foot (with brackets) 




No. 4671 Cornice 6 in. projection 5}4 in. deep 48 in. long 
12 cents per lineal foot, including wood brackets 



No. 4469 Cornice 5 in. projection 9^ in. deep 48 in. long 
13 cents per lineal foot, including wood brackets 




No. 4470 Cornice in. projection 7^ in. deep 48 in. long 

11 cents per lineal foot, including wood brackets 
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No. 4761 Cornice 5^ in. projection 8^ in. deep 48 in. long 
13 cents per lineal foot, including wood brackets 


Metal Ceilings ajJd Walls 
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No. 4817 Cornice 6 in. projection 8^ in. deep 48 in. long 

11 cents per lineal foot (without brackets) 

12 cents per lineal foot (with brackets) 



No. 4671 Inner Mitre 


50 


cents 


each 


No. 


4671 


Mitre 



No. 4469 Inner Mitre 



No. 4469 Outer Mitre 

50 cents each 



No. 4470 Inner Mitre No. 4470 Outer Mitre 

50 cents each 



50 cents each 
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Wheeling Corrugating Co 




No. 4292 Cornice 6>^ in. projection 6^ in. deep 48 in. long 
12 cents per lineal foot, including wood brackets 
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No. 4299 Cornice 4 ^ in. projection 5}4 in. deep 48 in. long 
9 cents per lineal foot, including wood brackets 


wlif l#iif wit 


pim 
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No. 4197 Cornice 5 }^ in. projection in. deep 48 in. long 

10 cents per lineal foot, including wood brackets 




No. 4720 Cornice 4>^ in. projection 5 }^ in. deep 48 in. long 
9 cents per lineal foot, including wood brackets 





No. 4266 Cornice 4 ^ in. projection 6fi in, deep 48 in. long 
10 cents per lineal foot, including wood brackets 





No. 4354 Cornice 4 }^ in. projection 4}4 in. deep 48 in. long 
8 cents per lineal foot, including wood brackets 


Metal Ceilings aNd Walls 



No. 4292 Inner Mitre 


60 cents 



No. 4292 Outer Mitre 

each 



No. 4299 Inner Mitre 

50 cents each 



No. 4299 Outer Mitre 






50 cents each 



WheeliiIg CorkjgatiNg Co. 



Metal Ceilings aNd Walls 



No. 4867 Cornice in. projection in. deep 48 in. long 

6 cents per lineal foot. No brackets furnished 



No. 4293 Cornice 2J/2 in. projection 3^ in. deep 48 in. long 
-6 cents per lineal foot (without brackets) 

7 cents per lineal foot (with brackets) 



No. 4301 Cornice 3^ in. projection 4 in. deep 48 in. long 

8 cents per lineal foot (without brackets) 

9 cents per lineal foot (with brackets) 




No. 4836 Cornice 4^ in. projection 4 in. deep 

8 cents per lineal foot (without brackets) 

9 cents per lineal foot (with brackets) 


48 in. long 




No. 4190 Cornice 3 in. projection 4 in. deep 48 in. long 

7 cents per lineal foot (without brackets) 

8 cents per lineal foot (with brackets) 



No. 4147 Foot Mold 4^ x 48 in. 

8 cents per lineal foot 


f f"'f ni'f 111(1 f f||!f n, f fn 



No. 4148 Foot Mold 

8 cents pdr lineal foot 


4K X 48 in. 




No. 4293 Inner^Mitre No. 4293 Outer Mitre 

40 cents each 



No. 4301 Inner Mitre No. 4301 Outer Mitre 


40 cents each 



No. 4190 Inner Mitre No. 4190 Outer Mitre 

40 cents each 



No. 4838 Cornice 2}^ in. projection 2}4 in. deep 48 in. long 
5 cents per lineal foot. No brackets furnished 



No. 4847 Foot Mold 

6 cents per lineal foot 


2^x48 in. 



No. 4261 Cornice 3^ in. projection 4^ in. deep 48 in. long 
7 cents per lineal foot. No brackets furnished 


No. 4218 Picture Mold 

6 cents per lineal foot 


2 X 48 in. 












r 
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WHEELirtG CoIUIUGATING Co. 



Metal CeiliiIgs aiJd Walls 



No. 4198 Frieze 


9 cents per lineal foot 


12 X 48 in. 



No. 4472 Frieze 24 x 48 in. 

20 cents per lineal foot 



No. 4521 Frieze 


13 cents per lineal foot 


15 X 48 in. 



No. 4522 Frieze 15 x 24 in. 

13 cents per lineal foot 




WhEELIJIG CORRUGATIflG Co. 



No. 4241 Mold in. deep 12x48 in. 

Also made 12 x 24 in. 

13 cents per lineal foot 




No. 4169 Mold 1^ in. deep 12x48 in. 

Also made 12 x 24 in. 

12 cents per lineal foot 



No. 4246 Mold 1 in. deep 12 x 48 in. 

t Also made 12 x 24 in. 

13 cents per lineal foot 



No. 4192 Mold 2}i in. deep 12x48 in. 

Also made 12 x 24 in. 


14 cents per lineal foot 


Metal CeiliiIgs aiJd Walls 
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No. 4245 End Cap 



No. 4170 Cross 


No. 4171 Tee 

14 cents each 


No. 4172 Ell 


No. 4173 End Cap 



No. 4247 Cross 


No. 4248 Tee 


No. 4249 Ell 


15 cents each 


No. 4679 End Cap 



No. 4193 Cross 


No. 4194 Tee No. 4195 Ell 
16 cents each 


No. 4677 End Cap 
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Wheeling Corrugating Co. 



Metal Ceilings aNd Walls 




No. 4466 Mold 


12 cents per lineal foot 


14x48 in. 


No. 4466 Cross 




No. 4465 Mold 


10 cents per lineal foot 


11x48 in. 


No. 4465 Cross 





No. 4464 Mold 


9 cents per lineal foot 


9 X 48 in. 


No. 4464 Cross 



No. 4661 Mold 


8 cents per lineal foot 


8 X 48 in. 



14 cents each 



No. 4465 Tee 
12 cents each 



No. 4464 Tee 
10 cents each 



No. 4664 £11 
8 cents each 



No. 4465 Ell 



No. 4464 Ell 





WheeliiIg Corrugating Co. 



No. 4230 Mold 6x48 in. 

8 cents per lineal foot 




No. 4257 Mold 


7 cents per lineal foot 


6 X 48 in. 




No. 4595 Mold 6x48 in. 

7 cents per lineal foot 




No. 4780 Mold 


8 cents per lineal foot 


6 X 48 in. 


Metal Ceilings aNd Walls 



• nr* 

No. 4232 Tee 
8 cents each 



No. 4233 Ell 



No. 4541 Cross 



No. 4542 Tee No. 4543 Ell 

8 cents each 



No. 4258 Cross 



No. 4259 Tee No. 4260 Ell 

7 cents each 



No. 4618 Ell 6x6 in. 
8 cents each 



No. 4598 Ell 6x6 in. 
7 cents each 



No. 4780 Cross No. 4780 Tee 

8 cents each 



No. 4780 Ell 
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Wheeling Corrugating Co. 



Metal Ceilings aNd Walls 



No. 4424 Mold 


8 cents per lineal foot 


6 X 48 in. 



No. 4302 Beam Mold 

10 cents per lineal foot 


6x48 in. 





No. 4130 Cross 


No. 4131 Tee 
8 cents each 


No. 4132 Ell 




No. 4127 Beam Mold 6 x 36 in. 

Also made 6 x 18 in. 
8 cents per lineal foot 



No. 4128 Beam Mold 


6 X 48 in. 
Also made 6 x 24 in. 



No. 4129 Beam Mold 6 x 48 in. 


8 cents per lineal foot 


8 cents per lineal foot 




Wheeling Corrugating Co. 




No. 4461 Mold 

7 cents per lineal foot 

byi X 48 in. 


No. 4460 Mold 

6 cents per lineal foot 

6x48 in. 


No. 4463 Mold 

6 cents per lineal foot 

6 X 48 in. 


No. 4239 Mold 

6 cents per lineal foot 

6x48 in. 


No. 4758 Mold 

6 cents per lineal foot 

6x48 in. 




No. 4414 Mold 6x48 in. 

6 cents per lineal foot 


Metal Ceilings aNd Walls 
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No. 4461 Cross No. 4461 Tee No. 4461 Ell 

7 cents each 



No. 4460 Gross 


No. 4460 Tee 
6 cents each 


No. 4460 £11 



No. 4463 Gross 



No. 4463 Tee No. 4463 Ell 

6 cents each 



No. 4758 Gross 



No. 4239 Tee 
6 cents each 



No. 4758 Tee 
6 cents each 



No. 4758 Ell 



No. 4414 Ell 6x6 in. 
6 cents each 
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Wheeling CorrjjgatkIg Co 




No. 4459 Mold x 48 in. 

6 cents per lineal foot 



No. 4457 Mold 


6 cents per lineal foot 


4>^ X 48 in. 




No: 4843 Mold 4 x 48 in. 

5 cents per lineal foot 



No. 4839 Mold 


5 cents per lineal foot 


4x48 in. 



Metal CeiliKgs aKd Walls 



No. 4287 Cross No. 4287 Tee 

6 cents each 



No. 4287 Ell 



No. 4459 Cross No. 4459 Tee No. 4459 Ell 

6 cents each 



No. 4457 Cross 



No. 4457 Tee 
6 cents each 



No. 4457 Ell 



No. 4843 Cross 



No. 4265 Tee 
5 cents each 



No. 4843 Tee 
5 cents each 



No. 4265 EU 



No. 4843 Ell 



No. 4839 Tee 
5 cents each 




No. 4339 Cross 


No. 4835 Ell 
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No. 4288 Mold 


6 cents per lineal foot 


4 X 48 in. 



No. 4289 Mold 


5 cents per lineal foot 


4x48 in. 



No. 4860 Mold x 48 in. 

6 cents per lineal foot 



No. 4289 Ell 
4x4 in. 

5 cents each 



No. 4353 Mold 4 x 48 in. 

5 cents per lineal foot 



No. 4456 Mold 


5 cents per lineal foot 


4 X 48 in. 



No. 4455 Mold 


4 cents per lineal foot 


3>^ X 48 in. 



No. 4454 Mold 


4 cents per lineal, foot 


3 X 48 in. 


No. 4290 Mold 3 x>8 in. 

4 centslper lineal foot 
No. 4290-G 5 cents per lineal foot 





No. 4291 Mold 


3 cents per lineal foot 


1 X 48 in. 


No. 4311 Nosing H in* head 1 in. aprons 48 in. long A B 

4 cents per lineal foot 



No. 4133 Outer Nosing 2 x 48 in. No. 4134 Inner Nosing 2 x 48 in. 

4 cents per lineal foot 4 cents per lineal foot 





L. 


No. 4296 Nosing 


7 cents per lineal foot 


6 X 48 in. 
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Wheeling Corrugating Co. 



Metal CEiLiiteSAND Walls 



No. 4179 Foot Mold 

6 cents per lineal foot 


4 X 48 in. 



No. 4182 Foot Mold 6x48 in. 

9 cents per lineal foot 



No 4183 Ell 
8 cents each 



No. 4468 Foot Mold 6 x 48 in. 

8 cents per lineal foot 



No. 4381 Foot Mold 


6 cents per lineal foot 


6 X 48 in. 




No. 4391 Foot Mold 


9 cents per lineal foot 


6 X 48 in. 



> 

7x48 in. 


No. 4367 Foot Mold 

10 cents per lineal foot 



No. 4393 Foot Mold 

8 cents per lineal foot 


7 X 48 in. 



No. 4622 Waihscot Rail 6x48 in. 

7 cents per lineal foot 



No.. 4538 Wainscot Rail 7 x 48 in. 

8 cents per lineal foot 
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THE ORNAMENTAL AND PERMANENT ROOF 

Metal Shingles are for all roofs having one-fourth or greater pitch, and are particularly adapted to bay windows, dormers, gables, mansards, porches, towers, 
etc., and, in fact, any place where slate or wooden shingles can be used. They are also suitable for siding, and are used by many people for this purpose. Made 
from any practical material and finished as desired. 

Our Metal Shingles are absolutely water-proof and weather-proof, affording the greatest amount of protection to a building and its contents. 

They are fire-proof and lightning-proof, which not only increases their protective qualities, but offers a saving in the cost of fire insurance. 

It is in the locking device that the success of our shingles lies. The accompanying profile shows our lock and how it is formed, and you will note that while 
the shingles fit closely together, there is sufficient room for them to automatically contract and expand. 



Profile of our new lock, showing how the 
shingles fit together when applied 



Florida 

Size 14 X 20 in. only 


Their construction and the way 
they lock together and are applied 
form the only perfect system of 
contraction and expansion so 
essential to a good roof 



Cross section showing how the shingles overlap when applied 
This overlap is a new feature 



Group of Ohio Cluster Shingles 
Made in one size only 20 x 28 in. 


Tennessee 
Size 10 X 14 in. only 



Group of Dixie Shingles 
Made in three sizes 7 x 10 in. 

10 X 14 in. 
14 X 20 in. 


Group of Stella Shingles 
Made in one size only 10 i 14 in. 


Group of Wheeling Shingles 
Made in one size only 10 x 14 in. 


Profile Views of Side Locks and End Laps are Shown 


Group of Virginia Shingles 
Made in three sizes 7 x 10 in. 

10 X 14 in. 
14x20 in. 
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OLD STYLE TERNE PLATES, NEW METHOD TERNE PLATES, COMMON TERNE PLATES, 

GENUINE CHARCOAL IRON TERNE PLATES 

On this page we bring to your attention our line of Roofing Plates. You will observe that there are nineteen different kinds, carrying from 8 to 47 pounds 
coating. Our 47-pound coated plate— Whitaker— is the heaviest coated roofing plate that is made in the world, and every box carries the coating that is stamped 
on each sheet. 

The greatest care is exercised in the manufacture of our Roofing Plates. We make them honestly, employ none but skilled workmen, and guarantee our 
different brands to be equal in quality, if not superior, to any plates that are made carrying the same weight of coating. 

Every sheet of the different brands is stamped with the name, gauge and weight of coating, and any test will show that the coating we advertise is really on 
the plates. 

We have not spent much money in advertising these plates, but we have spent much in making our products superior and to give our patrons exactly what 
they want and what they pay for. Our Roofing Plates have proven their worth by long service. 
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Page 

I>eCail of Interlocking Joint. .. .207, 208 

iJiagnukui 6 

introduction 4 

instructions for Applying 9 

Instructions for Painting 9 

Interior Views 11-24 

Measurement Diagrams 7, 8 

Metal Shingles 265 

Method of Determining Approximate 

Quantities and Prices 5 

ferms 10 

fin and Terne Roofing Plates 266 

VVorking Plans 6 

i$12 Zinc Ventilating Center 242 

I>13 “ “ “ 242 

l§M Zinc Center 243 

Igw “ “ 243 

“10 “ 241 

12 Zinc Ventilating Center 241 


.241 


113 

15 Center 241 

241 
241 
194 
202 
241 
196 
204 
200 

206 

HOO Tile 221 

<01 “ 221 

|02 » 221 

l|05 Tiling 221 

<06 Inner Corner Bead 221 

<07 Outer “ “ 221 

IlO Tile Cap 221 

ills Tile Base 221 

125 Beam Mold 260 

|26 “ “ 260 

127 “ “ 260 

|28 “ “ 260 

129 “ “ 260 

130 Cross 260 

131 Tee 260 

t32 Ell 260 

|33 Outer Nosing 263 

134 Inner “ 263 

135 Border 228 

136 Corner 228 

137 “ 228 

138 Border 228 

|39 Corner 228 

140 “ 228 


No. Name Page 

4142 Ceiling Plate 220 

4146 “ “ 220 

4147 Foot Mold 255 

4148 “ “ 255 

4160 Ceiling and Wall Plate 219 

4162 “ Plate 219 

4169 Mold. 257 

4170 Cross 257 

4171 Tee 257 

4172 Ell 257 

4173 End Cap 257 

4176 Cove 248 

4179 Foot Mold 264 

4180 Center 200, 242 

4181 “ 204,242 

4182 Foot Mold 264 

4183 Ell 264 

4184 Ceiling Plate 219 

4187 Wall Plate ;234 

4190 Cornice and Mitres 255 

4192 Mold 257 

4193 Cross 257 

4194 Tee 257 

4195 Ell .'.257 

4196 Entablature 247 

4197 Cornice and Mitres 254 

4198 Frieze 256 

4200 Border 229 

4201 Corner 229 

4202 “ 229 

4204 Ceiling Plate 214 

4204 Corner 226 

4205 Border 226 

4206 Ceiling Plate 218 

4207 “ “ 218 

4208 “ “ .... 214 

4209 “ “ 214 

4210 “ “ 215 

4211 “ “ 213 

4215 Cove 248 

4218 Picture Mold 255 

4220 Cornice and Mitres 250 

4221 “ “ “ 252 

4222 “ “ “ ;.;252 

4223 Ceiling Panel 206 

4225 “ “ 206 

4226 “ “ 203 

4227 “ “ 203 

4228 “ “ 203 

4230 Mold ;;259 

4231 Cross 259 

4232 Tee 259 

4233 Ell 259 

4239 Mold 261 

4239 Cross, Tee and Ell 261 

4241 Mold 257 


No. Name Page 

4242 Cross 257 

4243 Tee 257 

4244 Ell 257 

4245 End Cap 257 

4246 Mold 257 

4247 Cross 257 

4248 Tee 257 

4249 Ell 257 

4250 Cornice and Mitres 249 

4251 “ “ “ 249 

4252 Center 241 

4254 Ceiling Plate 219 

4255 Filler 244 

4256 Ceiling Panel 199 

4257 Mold 259 

4258 Cross 259 

4259 Tee 259 

4260 Ell 259 

4261 Cornice 255 

4263 Filler 244 

4265 Mold 262 

4265 Cross, Tee and Ell 262 

4266 Cornice and Mitres 254 

4267 Ceiling Plate 214 

4268 “ “ 219 

4271 Ceiling Panel 195 

4272 “ “ 195 

4273 “ “ 205 

4274 “ “ 205 

4275 “ “ ;205 

4276 “ “ 205 

4277 “ “ 205 

4278 “ “ 205 

4279 “ “ 199 

4280 “ “ 199 

4281 “ “ 199 

4282 “ “ 199 

4283 “ “ 199 

4284 “ “ 199 

4286 Frieze 256 

4287 Mold 262 

4287 Cross, Tee and Ell 262 

4288 Mold 263 

4289 “ rrrr 263 

4289 Ell 263 

4290 Mold 235, 236, 263 

4291 “ 263 

4292 Cornice and Mitres 254 

4293 “ “ “ <.....255 

4296 Nosing 263 

4299 Cornice and Mitres 254 

4301 “ “ “ 255 

4302 Beam Mold 260 

4303 Cross 260 

4304 Tee 260 

4305 Ell 260 


No. 

Name 

Pagd 

4306 

Border 

225 

4307 

Corner 

225 

4308 

(t 


4309 

(i 

225 

4311 

Nosing 


4313 

Border 


4314 

Corner 

228 

4315 



4316 

Border 


4317 

(t 


4318 



4320 

Corner 

227 

4321 



4323 



4324 

Center 194, 196, 206, 

210, 242 

4325 



4326 

(i 


4330 

Corner 


4331 

Tee 


4332 

Corner 


4333 

Ceiling Panel 

206 

4334 


200 

4341 

Wall Plate 

234 

4342 

Ceiling Plate 

218 

4343 

Border 

226 

4344 

Corner 

226 

4345 



4346 

Wainscot 

234 

4347 

Border 

226 

4348 

FiUer 

246 

4348 

Wall Plate 

234 

4349 

Cornice and Mitres 

250 

4350 

Ceiling Panel 

198 

4351 

«( t( 

198 

4352 

(t (( 

198 

4353 

Mold 

263 

4354 

Cornice and Mitres 

254 

4355 

Center 

240 

4355 

Center Plate 

240 

4356 

Wall Plate 

233 

4358 

Corner 

224 

4360 

Border 

224 

4361 

n 

224 

4367 

Foot Mold 

264 

4367 

Wainscot Rail 

236 

4368 

Wainscot 

236 

4373 

Wall Plate 

232 

4374 

Wainscot 

232 

4375 

it 

232 

4377 

Ceiling Plate 

215 

4378 

it tc 

215 

4379 

it it 

215 

4380 

Ceiling Panel 

198 

4381 

Foot Mold 

264 

4382 

Ceiling Panel 

198 

4383 

it it 

198 


See Sectional Index on page 270 


268 


GENERAL INDEX— Continued 


No. Name Page 

4384 Ceiling Panel 198 

4385 “ “ 198 

4386 Center 242 

4387 Wainscot 233 

4388 “ 235 

4389 Border 225 

4390 Corner 225 

4391 Foot Mold 264 

4393 “ “ 264 

4393 Wainscot Rail 235 

4394 Cove 248 

4395 Ceiling Panel 212 

4396 “ “ 212 

4397 Wall Plate 233 

4398 Ceiling Panel 197 

4400 Center 242 

4402 Corner 225 

4403 Tee 225 

4404 Border 225 

4406 Filler 246 

4407 Ceiling Panel 212 

4408 “ “ 212 

4410 “ “ 212 

4411 Cornice and Mitres 251 

4413 Mold 258 

4414 “ 261 , 

4414 Ell 261 

4420 Wall Plate 232 

4424 Mold 260 

4425 Border 244 

4426 “ 224 

4427 Corner 224 

4428 “ 224 

4431 Ceiling Panel 203 


No. Name Page 

4466 Border 229 

4466 Cross, Tee and Ell 229 

4466 Mold 258 

4466 Cross, Tee and Ell 258 

4468 Foot Mold 264 

4469 Cornice and Mitres 253 

4470 “ “ “ 253 

4472 Frieze 256 

4481 Rosette 192 


4483 Corner. 

4484 

4485 Ceiling 

4486 


No. Name Page 

4600 Center Plate 216 

4601 Center 216 

4602 Ceiling Plate 217 

4603 Corner 217 

4604 Border 217 

4605 Corner 217 

4606 “ 217 

4607 Border 223 

4608 Corner 217 

217 

223 

223 


.223 

4609 

.223 

4610 

.223 

4611 

.213 j 

4612 Border 

.218 

' 4613 

242 / 

4614 

249 / 

4615 Mold. . 


No. Name Page 

4720 Cornice and Mitres 254 

4730 Ceiling Panel 197 

4731 “ “ 197 

4732 “ “ 197 

4733 “ “ 197 

4738 Ceiling Plate 216 

4739 “ “ 216 

4740 “ “ 216 

4742 Border 230 

4743 “ 230 

4745 Corner 230 

4746 “ 230 


.203 

.203 

.204 

.195 

.195 

.195 

.196 


4432 

4433 

4434 

4436 

4437 

4438 

4439 

4446 Corner 227 

4447 Border 226 

4454 Mold 263 

4455 “ 263 

4456 “ 263 

4457 “ 262 

4457 Cross, Tee and Ell 262 

4459 Mold 262 

4459 Cross, Tee and Ell 262 

4460 Mold 261 

4460 Cross, Tee and Ell 261 

4461 Mold 261 

4461 Cross, Tee and Ell 261 

4463 Mold 261 

4463 Cross, Tee and Ell 261 

4464 Mold 258 

4464 Cross, Tee and Ell 258 

4465 Border 229 

4465 Cross, Tee and Ell 229 

4465 Mold 258 

4465 Cross, Tee and Ell 258 


4489 Entablature 247 

4490 Center 243 

4493 Finishing Mold 215 

4494 Corner 215 

4495 Ceiling Plate 213 

4496 “ “ 218 

4497 Ceiling Panel 195 

4498 “ “ 195 

4499 Filler 245 

4500 “ 245 

^ 4503 Ceiling Panel 211 

4503 Center Plate 202 

4509 Border 229 

4510 Corner 229 

4511 “ 229 

4512 Ceiling Panel 192 

4513 “ “ 192 

4514 “ “ 192 

4515 “ “ 192 

4521 Frieze 256 

4522 “ 256 

4536 Wall Plate 232 

4537 Ceiling Panel 211 

4537 Wainscot 232 

4538 Wainscot Rail 264 

4540 Mold 259 

4541 Cross 

4542 Tee 259 

4543 Ell 256 

4551 Filler 246 

4552 “ 

4555 Cornice and Mitres 251 

4556 “ “ “ 

4574 Filler 244 

4575 Corner 244 

4576 “ 

4577 Filler 244 

4578 Corner. 244 

4579 “ 

4581 Ceiling Plate 218 

4585 Cornice and Mitres 252 

4588 Center Plate 239 

4589 Center 239 

4595 Mold 259 

4598 Ell 259 

4599_Center Cap 216 


4618 Ell 259 

4619 Cornice and Mitres 252 

4620 Frieze 256 

4621 Wall Plate 232 

4622 Wainscot Rail 264 

4624 Ceiling Panel 211 

4624 Wainscot 232 

4634 ‘‘ 233 

4640 Cornice and Mitres 250 

4641 Ceiling Panel 201 

14642 

4643 

4644 

4645 “ “ 201 

4646 ‘‘ “ 201 

4647 “ “ 202 

4658 Cove 248 

4660 Cornice and Mitres 251 

4661 Mold 258 

4664 Ell 258 

4665 Wall Plate 233 

4666 “ “ 233 


. .223 

1 4756 Border 

230 

. .223 

/ 4758 Mold 

261 

.223 

/ 4758 Cross, Tee and Ell 

261 

.259 

/ 4761 Cornice and Mitres 

253 

.259 1 

4762 Wainscot 

233 

.252 / 

4765 Ceiling Plate 

213 

256 / 

4766 Border 

230 


4767 '' 230 

4768 “ 230 

4769 Ceiling Panel 213 

4770 Border 230 

4776 Corner 230 


.250 

/ 4777 Wainscot 

233 

.201 

/ 4778 Border 

230 

.201 1 

1 4780 Mold 

259 

.201 / 

4780 Cross, Tee and Ell 

259 

201 / 

4784 Decorative Panel 

222 


211 

4669 Ornamental Beaded 

Sheet. . 

. . .220 

.232 

4670 

(( 

(( 

. . .220 

. .264 

4671 Cornice and 

Mitres . 


. . .253 

. .259 

1 4672 Cove 



...248 

. .259 

1 4673 Ornamental 

Beaded 

Sheet. . 

. . .220 

.259 

4674 

<< 

it 

. . .220 

.256 

4677 End Cap 



...257 

246 

4679 “ “ 



. .257 

.246 

4680 Ceiling Plate 



. 214 

251 

4686 Stile 



.192 

.251 

4687 “ 



.192 

.244 

4688 “ 



. . 192 

.244 

4689 Corner 



.192 

.244 

4690 Ceiling Panel 



.191 

.244 

! 4691 



. .191 

.244 

4692 



.191 

.244 

4693 



.191 

.218 

4694 



.191 

.252 

4695 



.191 

.239 

4697 “ “ 



.192 

.239 

4700 



.211 

.259 

4709 Wainscot. . . . 



. .234 

.259 

4710 Center Plate. 



.239 

.216 1 

4711 Center 



..239 


4785 Corner Panel 222 

4786 Decorative Panel 222 

4787 “ “ 222 

4788 “ “ 222 

4790 Ceiling Panel 209 

4791 “ “ 209 

4792 “ “ 210 

4793 “ “ 210 

4794 “ “ 209 

4795 Center 210 

4796 Ceiling Panel 209 

4797 “ “ 209 

4798 “ “ 209 

4799 “ “ 209 

4800 Decorative Panel 231 

4802 Ceiling Plate 219 

4804 Ceiling Panel 211 

4805 Filler 245 

4806 “ 245 

4807 “ 245 

4808 “ 246 

4811 Decorative Panel 222 

4812 “ “ 222 

4815 Cornice and Mitres 252 

4816 Cornice 253 

4817 “ 253 

4836 Cornice and Mitres 255 

4838 Cornice 255 

4839 Mold 262 

4839 Cross, Tee and Ell 262 

4843 Mold 262 

4843 Cross, Tee and Ell 262 

4847 Foot Mold 255 


See Sectional Index on page 270 
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No. Name 

4860 Mold. . 


Page 

No. 

8102 

4867 Cornice 



8103 

4870 Ceiling Panel. . . . 


8105 

4871 


it 


8106 

4872 

it 

it 


8107 

4873 

it 

it 


8108 

4874 


it 


8109 

4875 


ii 


8110 

4876 


it 


8111 

4877 


it 


8112 

4880 

Ceiling Plate 


8113 

4890 Ceiling Panel. 


8114 

4941 


it 


8126 

4942 


it 


8132 

4943 

it 

it 


8133 

4944 

ii 

it 


8134 

4945 


it 


8135 

4946 


it 


8137 

4947 


it 


8138 

4971 


it 

207 

8139 

4972 

it 

it 


8140 

4973 

it 

it 


8141 

4974 

it 

it 


8142 

4975 

it 

it 


8143 

4976 

it 

it 


8144 

7032 Center . . 



8147 

7033 

it 


238 

8148 

7040 Ceiling Design . . . 


8150 

7042 

it 

it 


8151 

7047 

it 

it 


8152 

7048 

it 

it 


8155 

7049 

it 

it 


8156 

7050 

it 

it 


8157 

7051 

it 

it 


8159 

7052 

it 

it 


8161 

7053 

it 

it 


8162 

7057 Wall Design 


8163 

7058 


it 


8164 

7059 

ii 

it 


8165 

7060 

ii 

it 


8166 

8025 Stair Wainscot. . 

236 

8167 

8026 

it 

it 


8168 

8030 Ceiling Design . 


8169 

8031 

it 

it 


8170 

8046 

it 

it 

68 

8171 

8047 

it 

it 


8172 

8048 

it 

it 

69 

8173 

8050 

it 

it 

105 

8174 

8073 

it 

it 


8202 i 

8074 

it 

it 

37 

8203 

8101 

it 

it 


8204 


Name 


Page 

No. Name 

8205 Ceiling Design . 

8206 



8207 

it 

it 


8208 

it 

it 


8209 

it 

it 


8210 

it 

it 


8211 

it 

it 


8212 

it 

it 


8213 

it 

it 


8214 

it 

it 


8215 

it 

it 


8216 

it 

it 


8217 

it 

it 


8218 

it 

it 


8220 

it 

it 


8221 

it 

it 

. 66 

8222 

it 

it 

. 83 

8223 

it 

it 

. 82 

8224 

it 

it 

. 84 

8225 

it 

it 

. 52 

8226 

it 

it 

. 55 

8227 

it 

it 

. 86 

8228 

it 

it 

. 61 

8232 

it 

it 

. 64 

8233 

it 

it 

181 

8238 

it 

it 

.180 

8240 

it 

it 

.184 

8241 

it 

it 

183 

8242 

it 

it 

.188 

8243 

it 

it 

175 

8244 

it 


174 

8246 

it 

it 

184 

8247 

ii 

it 

172 

8248 

it 

it 

177 

8249 

it 

it 

176 

8250 

it 

it 

186 

8251 

it 

1 1 

182 

8252 

it 

it 

190 

8253 

it 

it 

185 

8254 

it 

it 

190 

8255 

it 

it 

188 

8256 

it 

it 

189 

8258 

it 

t4 

189 

8261 

it 

it 

187 

8262 

it 

it 

186 

8263 

it 

it 

185 

8265 

it 

it 

187 

8268 

it 

it 

27 

8270 

it 

it 

26 

8271 

it 

it 

25 

8272 

ii 

it 


Page 

No. 

Name 


Page 


8273 Ceiling 

Design 

128 


8274 

it 

it 

145 


8276 

it 

it 

130 


8277 

it 

1 1 

85 


8278 

it 

it 

89 


8279 

it 

it 

81 


8281 

it 

i t 

80 


8282 

it 

1 1 

34 


8283 

it 

it 

31 


8284 

it 

it 

32 


8285 

it 

it 

33 


8286 

it 

it 

88 


8287 

it 

it 

87 


8288 

it 

it 

44 


8289 

it 

it 

43 


8290 

it 

it 

74 


8291 


i 

60 


8292 

it 

it 

47 


8293 

it 

it 

35 


8294 

it 

it 

73 


8300 

it 

it 

112 


8301 

it 

i i 

.... 92 


8302 

it 

it 

90 


8303 

it 

it 

103 


8304 

it 

it 

101 

119 

8305 

it 

it 

102 

. 67 

8306 

“ 

it 

75 

. 28 

8307 

it 

it 

50 

.113 

8308 

“ 

it 

139 

. 30 

8309 

it 


71 

. 29 

8310 

it 

it 

104 

.138 

8311 

it 

it 

143 

.133 

8312 

it 

it 

147 

.132 

8313 

it 

it 

160 

.134 

8314 

it 

it 

163 

115 

8315 

it 

it 

150 

41 

8316 

it 

it 

137 

51 

8317 

it 

it 

122 

142 

8318 

it 

i i 

157 

114 

8319 

it 

it 

77 

116 

8322 

it 

“ 

46 

135 

8350 

it 

it 

168 

120 

8351 

it 

it 

169 

171 

8360 

it 

“ 

155 

136 

8361 

it 

it 

161 

170 

8362 

it 

it 

158 

146 

8363 

it 


164 

76 

8364 

it 

it 

166 

125 

8365 

it 

it 

167 

39 

127 

8366 

it 

“ 

152 


See Sectional Index on page 270 


SECTIONAL INDEX 


Introductory and Explanatory Section 

Interior Views Section 

Sunken Panel Designs 

Drop Panel Designs 

Flat Plate Designs 

Sidewall Designs 

Sunken Panels, Separate 

Drop Panels, Separate 

Flat Plates, Separate 

Metal Tile 

Borders 

Wall Plates and Wainscots, Separate. . 

Centers 

Fillers 

Entablatures 

Coves and Cornices 

Friezes 

Molds 

Metal Shingles 

Tin and Terne Plate 
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11- 24 “ 

25- 79 
80-106 
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“ 172-190 “ 

“ 191-208 
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“ 213-220 
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“ 247 
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“ 265 
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